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Decorated tile wall: Medallion and Rondo. Back wall: Scored design 50-1 in 345 Cr. Cobalt. Floor: 2" x 1” oblongs, Horizon. Plate 4! 


New decorated tile offers lasting elegance 4 new series of decorated til 


. . . created especially to dramatize entrances, feature walls, and other areas. Grouped in patterns or set at random in 
tiled wall, they add charm and beauty to powder rooms and bathrooms, family rooms and kitchens. For larger areas, suc! 
as corridor walls, American Olean offers new Sparklets* to add bright, gem-like flashes of color to the scored tile pattern 


Write for Booklet 1040. It shows in color all the new designs and includes suggestions for their use. *Tradema 


CERAMIC TILE 


merican (IM 


Shell V-4 Rooster Q-4 Fleur D-2 Americana М-5 


————— 


AMERICAN OLEAN TILE COMPANY • EXECUTIVE OFFICES: 1649 CANNON AVE. LANSDA'E, PA. e A SUBSIDIARY OF NATIONAL GYPSUM COMPA? 


Light in Weight, Esthetically Appealing, Corrosion Resistant, 
Heat Resistant, Shock Resistant, Easy to Install, 


Readily Available, and Why install anything 


but when it comes to chemical laboratory sinks? 


THE DURIRON COMPANY, INC, DAYTON 1, OHIO 
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Financial institutions invest th | 


Buildings for finance aren’t what they used to be. 
Elevators aren’t either. 

It’s a good thing, too, that elevator technology has 
kept pace with architectural esthetics. In this handsome 
savings and loan association building the elevator enclosure 
has been made a sculptural element contributing to design. 


Rotary eliminates the elevator penthouse by pushing 
the car up from below on a powerful oil-hydraulic plunger. 
And there are other design advantages: no heavy load- 
supporting shaft sidewalls; flexibility in power unit location; 
latitude in topping-off the shaft for architectural effect. 

These are some of the reasons why architects specify 


Rotary Oildraulie Elevators for buildings to six stories. But 
design considerations must be combined with owners' needs 
for economy and dependability. Here's where Rotary excels, 
too, because Oildraulie Elevators have many exclusive 
features pioneered and patented by Rotary to insure smooth, 
quiet, economical operation with unmatched dependability. 
This has been proved in thousands of installations... banks, 
apartments, offices, clinies, hospitals, institutions. 


Rotary Oildraulic Elevators are available with the finest 
cabs and entrances ... with speeds and controls to suit the 
traffic patterns of any building . . . capacities to 100,000 Ibs. 
or more for freight service. 


money in Rotary 0 


Planning, installation and maintenance service are 
available throughout the United States and Canada. Look 
under “Elevators” in the yellow pages of your phone book, 
see Sweet’s Files, or mail coupon. 


ROTARY OILDRAULIC, ELEVATORS 
passenger and freight 


DOVER CORPORATION, ELEVATOR DIVISION 
® MEMPHIS, TENN.—CHATHAM, ONTARIO 


MOUNT CLEMENS FEDERAL SAVINGS & LOAN ASSOCIA TION, 
Mount Clemens, Mich. 


ARCHITECTS: Meathe, Kessler & Associates, Inc., 
Grosse Pointe, Mich. 


GENERAL CONTRACTOR: Pulte-Strang, Inc. 


Photos: Baltazar Korab 


Dover Corporation, Elevator Division 
1102 Kentucky, Memphis 2, Tennessee 


Please send information on Rotary Oildraulie Elevators to: 


Name 


Company 


Address 
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NEW WAY TO BUILD A SHELL: 
ROOF IS WELDED STEEL DECK 176 


Shows how metal decking was welded together and to a 
steel frame to form a hyperbolic paraboloid shell 


WHAT'S HAPPENING IN POLARIZED LIGHTING? 179 


New materials called multi-layer polarizers 

are available for cutting reflected glare. This 
article discusses why reflected glare is a problem 
and how these polarizers work 
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How electronic devices are helping to promote 
architectural design freedom and better patient care 
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Variety and appearance of visible components of 
hospital communications equipment 
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3 NEW PROJECTS BY MARCEL BREUER 12] The latest work by 
this distinguished architect bears witness to his continuing search for expressing form and space 
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PROGRESSIVE PATIENT CARE PRINCIPLES 155 Fundamentals and architectural 
implications of the PPC system of specialized care for hospital patients 


SIMPLIFIED PLAN FOR EFFICIENT CIRCULATION 159 West Allis Memorial Hospital, 
planned for saving time of patients and staff by Darby, Bogner & Assoc., Inc., 
by use of simple T-shaped scheme with double corridors 


HOSPITAL ADDITION ERECTED QUICKLY WITH PREFAB UNITS 163 ТАС scheme for speed 
and ease of erection through use of prefab, prestressed concrete units tied 
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Assoc., Inc. planned Flint Osteopathic Hospital for efficiency and. expansion by 
physical separation of patient care and ancillary functions 


ARCHITECTURAL RECORD March 1962 5 


Coming in the Record 


ARCHITECTURE FOR THE CAMPUS 


Of all building types, it may be that college buildings have offered the most 
varied and most notable opportunities for contemporary architectural talents 
—and especially where the most creative of these are challenged by surround- 
ings already rich in buildings cherished in tradition if not themselves 
architecturally significant. Next month’s Building Types Study will show 
some highly relevant examples of current architectural accomplishment in 
this field, with a special article on the architectural program at Yale, where 
an enlightened administration challenges the best efforis of architects. 


“THE CASE AGAINST ‘MODERN ARCHITECTURE’ " 


Lewis Mumford has written a major critique of the present state of contem- 
porary architecture and implications for the future inherent in it—an 
analysis of accomplishment and potential against the goals of “order and 
consensus" that seemed so attainable in the early days of "modern archi- 
tecture.” A renewed and important call for a renewed and richer humanism. 


ARCHITECTURAL DESIGN FOR THE CITY 


One of the most important urban renewal projects to be completed so far— 
important above all as an architectural concept of city living—is the Hyde 
Park Redevelopment Project in Chicago for which I. M. Pei, Harry Weese 
and Loewenburg & Loewenberg were associated architects. The development 
combines high- and low-rise buildings and has its own shopping center, 
creates a group of little neighborhoods scaled to their older surroundings. 
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VAPOR SEAL 
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Swift and Company Packing Plant, Wilson, North Carolina. ARCHITECT: Swift and Co. Staff. CONTRACTOR: F. М. Thompson, Inc. 


In an attempt to eliminate moisture migration into the structure 
the construction industry has tried many products. Some proved 


eos artially effective . . . many failed . . . one has emerged as the 

ene е/ imina í es 1 h е “quality” product or true vapor seal—“Premoulded Membrane.” 
OS sibility of moisture Daily more and more architects, engineers and contractors are 
s 2 А specifying and using “PM” wherever good design practices call 
mig ration in to [ h e for the modern, efficient method of eliminating moisture migra- 


new S witt Pa cking Pla n f tion into the structure. “PM” is waterproof; offers a water-vapor 


transmission rating of only .0066 grains per hour per square foot. 
“PM” is strong; provides a monolithic seal without open seams 
or voids; will provide complete moisture protection for the life of 
the structure. Dampness, condensation, paint and insulation fail- 
ures, etc., can be eliminated only if the structure is isolated from 
the site by a true vapor seal . . . ““Premoulded Membrane." 


(CEMENT OR 4, REFUND OF" 
M OL 


< 
< 


` Guaranteed by 
rood Housekeeping 


^ NS 
TOT AS apventiseD WES 


Write for complete information. Request your 
free copy of our “Design Techniques Manual" 
and Catalog No. 1660. 


PRODUCTS W. R. MEADOWS, INC. 


З all the “PM” sold to date were laid end to end FOR BETTER 4 KIMBALL STREET 
it would cover a path from Elgin, Illinois, to CONSTRUCTION ELGIN, ILLINOIS 


Sydney, Australia, over 9000 miles away. SEE OUR CATALOG IN SWEETS 9/M. 
DLE E 


... where 


Portland Cement Concrete 


TRINITY WHITE 


must be beautiful 


USE 


hinda White 


Offices: Chicago, Illinois ° Chattanooga, Tennessee 


Fredonia, Kansas * Fort Wayne, Indiana * Jackson, Michigan * Tampa, Florida * Miami, Florida * Los Angeles, California 
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1S A PRODUCT OF GENERAL PORTLAND CEMENT COMPANY 


and reflection mirrored in Frosh Pond. 


Precast Concrete Curtain Walls and Column Covers—The 
problem here was to design a building in harmony with 
the Tudor Gothic of the upper campus. 4 Precast con- 
crete curtain walls made with Trinity White portland 
cement were selected. @ The fins are white cement and 
quartz; the interior of the diamond is white cement and 
very coarse aggregate mixed with orange-colored crushed 
glass; the column covers and end walls are coarse 
aggregate with the matrix tinted slightly to a tan. 
q Precast exposed aggregate concrete (Mo-Sai) by 
Olympian Stone Company. Wick Construction Com- 
pany, General Contractors. Harmon, Pray & Detrich, 
Architects. 


Dallas, Texas ° Fort Worth, Texas ° Houston, Texas 


s a 


General Engineering Building, University of Washington, Seattle, 


GP 


CC 


Too Many People 


An architect, oldtimer variety, asked 
me the other day if I wasn’t dis- 
tressed at the apartment projects 
which appeared in our January 
Building Types Study on Apart- 
ments. He mentioned something 
about “rabbit warrens," by which I 
gathered he meant that the densities 
of land use were too high. 

No, I replied, I wasn’t distressed; 
I had thought them good, particu- 
larly good, in fact, and I had been 
especially pleased about the article 
by William J. Conklin, called “Clouds 
over Radiant City." 

My friend was not to be diverted 
by my reference to the city planning 
discussion; he just thought the proj- 
ects illustrated would crowd too many 
people in the same block, and that's 
all there was to it. I asked him where 
he proposed to put the people and he 
said somewhere else. I reminded him 
about the population explosion, but 
he stood fast. There were too many 
people in the blocks as illustrated in 
our study, and we ought to put some 
in some other place, unspecified. 

I am afraid that this is where we 
are, in the year 1962. We must make 
some decisions about where the peo- 
ple are to be put. Broad Acres was a 
pretty idea; so was Garden City ; and 
Radiant City. Wright or Howard or 
Le Corbusier. No one of them had 
any idea of how many people were to 
be accommodated in our countryside, 
suburbs, or city. Perhaps we have to 
revise some ideas of what is reason- 
able population density. 

My friend didn't know it, but I 
had just been reading a story in The 
New York Times headlined “ ‘Slurbs’ 
Assailed by Californians.” “Slurbs” 
were defined as “our sloppy, sleazy, 
slovenly, slipshod semi-cities." 

The term was credited to a report 
issued recently by California Tomor- 
row, a non-profit organization dedi- 
cated to the idea of a state plan which 
would offer some pattern for logical 
growth of outlying communities. 

Eventually we must choose—cities 
or slurbs. 


Behind the Record 


The slanderous title *slurbs" re- 
minds us that suburbia today is 
something short of Utopia. Califor- 
nia's good agricultural land is rapidly 
being bulldozed for new housing de- 
velopments in “small, unself-sufficient 
subdivisions." And this growth is a 
far cry from the old idea of a few 
self-contained, idyllie suburbs sur- 
rounding a large city, where a rela- 
tively small proportion of the urban 
population finds true small-town liv- 
ing. Along with the uncontained 
growth of southern California have 
come a host of problems, not the least 
of which is transportation. Highway 
problems alone are plenty of demon- 
stration that just going farther and 
farther away from the heart of the 
city is not the answer to all planning 
and living problems. 

As for the city, the country is now 
embarked on a program of urban re- 
newal, a nation-wide effort to renew, 
rebuild, redevelop our urban areas in 
good sized chunks. Architects will 
play the central role in the planning 
of the redevelopment projects as well 
as in the design of the buildings. The 
density problem will arise. 

Let us not make the mistake then 
of giving too much weight to den- 
sity; let us not believe that some pre- 
scribed density will make for pleas- 
ant city living. Specified density and 
low land coverage did not make our 
mammoth housing developments at- 
tractive. Low density as such will not 
make our new projects appealing 
enough to keep people content in 
town. This should be the true objec- 
tive of renewal of cities. They must 
be made attractive enough, on this cy- 
cle, or we are really in for chaotic 
conditions out in those slurbs. | 

And that is why I was pleased 
with the apartment projects we had 
in our January study. The article by 
Conklin contained three suggestions 
for new types of city housing de- 
velopments, and the other projects 
shown had the look of improving the 
chances for downtown. 

—HEmerson Goble 
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THIS NEW ARMSTRONG CEILING PROVIDES 


T, COMFORTABLE AIR DIFFUSIC 
FOR THE NEW G-E SPACE-CENTER CAFETERIA 


EFFICIEN 


RENDERING BY ARA DERDERIAN 


This acoustical ceiling decorates, absorbs sound, and does another important job, too. It’s an 
Armstrong Ventilating Ceiling, and here’s how it works. Conditioned air is fed into the plenum 
above the ceiling through simple stub-duct openings. It fills the plenum and is forced down 
through thousands of ceiling perforations into the cafeteria below— efficiently and comfortably 
cooling or heating the spacious 27-foot-high area. This system eliminates diffuser ducts and 
diffusers. The continuous downward movement of the air keeps the ceiling dirt-free, and plenum 


engineering by the Armstrong Acoustical Contractor assures proper performance. 


General Electric Space Technology Center, Valley Forge, Pa. . ENGINEERS: United Engineers & Constructors, Inc., Philadelphia - 


contractor: Huber, Hunt & Nichols, Inc., Indianapolis · AcousricAL contractor: Berger Acoustical Co., Haverford. 


DATA: Armstrong Ventilating Ceilings have been thoroughly lab- and job-tested to assure 
proper performance; are available in five materials (both tile and lay-in units), including 
Fire Guard, with three different patterns; are compatible with all conventional supply-air 
systems; often operate at much lower pressure than duct and diffuser systems. For spe- 
cial plenum-engineering data, giving all factors and formulae for the correct design and 
engineering of this ventilating system, contact your Armstrong Acoustical Contractor 
or Armstrong District Office, or write Armstrong, 4203 Rock Street, Lancaster, Pa. 


(Armstrong ACOUSTICAL CEILINGS 


First in fire-retardant acoustical ceilings 


A Record Special Report 


HOW BUILDING COSTS MIGHT INCREASE IF 


FIVE-HOUR WORK DAY SET PATTERN 


The five-hour work day won by New 
York’s Local 3, International Broth- 
erhood of Electrical Workers, is not 
generally expected to be followed by 
any immediate trend to so short a 
work day in the construction indus- 
try or industry generally. But there 
has been a good deal of speculation as 
to the impact on building costs of 
such a trend if it should develop. 
One authority on building costs, 
Myron Matthews of F. W. Dodge 
Corporation’s Dow Building Cost 
Calculator, has estimated that if the 
New York settlement did set off a 
chain reaction throughout industry 
the result could be 1967 building 
costs 25 per cent higher than in 1962. 
Such a result could occur, Mr. 
Matthews believes, if the normal an- 
ticipated labor and material cost in- 
creases of three to four per cent an- 
nually were to be swelled by addi- 
tional increases stemming from gen- 
eral adoption of the shorter day by 
construction and related industries. 


Labor Hails “Breakthrough” 


The January strike of New York’s 
9000 construction electrical workers 
was a local dispute, but its national 
implications have been widely recog- 
nized. Labor leaders across the nation 
hailed the electricians’ achievement of 
a basic 25-hour work week as a “his- 
toric breakthrough” and the first 
round in labor’s battle against the 
implications of automation. Industry 
leaders considered it an equally his- 
toric victory for the featherbedding 
philosophy: “This puts labor," said 
one, “where management was in the 
days of the sweatshop." President 
Kennedy said it violated his basic ad- 
monition to management and labor 
to hold the line on prices and wages. 


What Local 3 Got 


The story of what happened in New 
York and its implications for con- 
struction costs is recounted by Mr. 
Matthews as follows: 

*In December New York electri- 
cians, with a contract expiring at the 
end of the year, demanded seven 
hours’ pay for four hours’ work—35 
hours’ pay for 20 hours’ work. Their 
35-hour pay was $165, plus $49.50 in 


various fringe benefits. This made 
their cost to the electrical contractor 
$214.50 per week, an average of $6.13 
per hour. 

*When we asked the top spokesman 
for the contractors for his analysis of 
the union's demand, he said it 
amounted to a labor increase of 112 
per cent. Pressed for details, he said 
in the first place it would not be pos- 
sible from a building project organi- 
zation and management point of view 
to have electricians working four 
hours while the other trades worked 
mostly seven and eight hours... . 
Either work the electricians seven 
with three hours’ overtime or cut the 
work day for every one to four hours! 
Another possibility—put more elec- 
tricians on the job—was out because 
there is a shortage of men. Except 
for bricklayers with a contract expir- 
ing May 81 this year, and plasterers, 
expiring June 80, most of the others 
run till June 30, 1963. This precludes 
general adoption of a shorter work 
day, even if it could be agreed upon, 
until some future time. Therefore, he 
said the only practical way to regard 
the effect of the electricians’ demand 
was in the manner of a pay hike. 

“Other inquiries produced identi- 
cal comments. Calculated on this ba- 
sis, i.e., four hours at straight time 
and three at overtime, plus the 30 per 
cent fringe benefits, the electrician's 
average hourly pay would zoom from 
$6.13 to $13.03, or $456.05 per week. 
Such an increase, one trade by itself, 
would increase the cost of New York 
multi-story office buildings by about 
six to seven per cent. If the 'asking 
price' demand were allowed and sub- 
sequently adopted, trade by trade, the 
ultimate effect of it regardless of 
other en route increases would be 
to increase overall building costs by 
about 43 per cent or more. 

"Fortunately, the New York elec- 
tricians finally became convinced that 
what they were asking was economi- 
cally unfeasible. Even a 50-50 com- 
promise settlement was impossible. 
The settlement was for a five-hour 
day at $4.96 per hour, effective July 1 
—the old contract provisions and 
rates extended to then, giving a rate 
increase postponement to work in 
progress, and time in other matters 
to negotiate adjustments. 
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“On a seven-hour basis the new 
rate will produce an average hourly 
cost of $7.87 including benefits, an 
hourly increase of $1.24—18 per cent 
of the $6.90 asked. The labor increase 
to the electrical contractor is 20 per 
cent; 112 per cent was asked. The 
settlement puts the contractor's price 
for a given basket of work up from 
eight to 10 per cent. Its impact ups 
the cost of a New York multistory of- 
fice building about 1.2 per cent." 


Outlook for Industry 


Implications of Local 3’s victory, 
as Mr. Matthews sees them: 

“The same settlement pattern, if 
eventually adopted by the entire New 
York building construction industry, 
will, of itself, increase total cost to 
build by eight to ten per cent. It is 
not likely that this will occur in one 
bite or that it will slowly accrue in 
any great substance much before the 
second half of 1963 or 1964. But con- 
sidering the long-term projections re- 
quired in some appraisal reports (Ed. 
note: and in some architectural 
cost estimates) perhaps it is not un- 
timely now to take such potentialities 
into account. 

“Completely apart from the even- 
tual adoption of the shorter work day 
by construction and by other indus- 
tries, other normal labor rate in- 
creases will come about both before 
and after it. While this is happening, 
prices for building materials, equip- 
ment, products, appliances and serv- 
ices cannot be expected to remain 
unchanged. Combining normal labor 
and material increases we have long 
Since predicted that these will aver- 
age nationally about three to four per 
cent annually. Inject the influence of 
the shorter work day into this picture 
and in five years we may, in retro- 
spect, be able to say, with accuracy, 
building costs are 25 per cent higher 
than in '62. 

“This entire article, however infor- 
mative, is both 'iffy' and conjectural. 
Its objective is to alert readers to the 
very real potential of a shorter work 
day possibly just over the horizon. 
Though the current stage setting is 
New York, there is, in our opinion, 
no reason to believe that it will long 
remain New York's problem." 


IN FLOOR GRATING 
ELIZABETH, N. 


BORDEN ARCHITECTURAL DECOR PANELS 


Now Borden brings a new building component to the 
architect—durable light-weight aluminum panels which 
can be custom-styled in an infinite variety of forms and 
designs. For example, the extruded type shown here can 
be had with design punchings of squares, circles, ovals 
or combinations of curves and straight lines. 


The new Architectural Decor Panels by Borden are an 
extremely flexible medium, allowing the architect a rare 
freedom of expression in designing facades to blend 
with the nature of the building, its setting, and the pref- 
erences of his client. The dramatic effects achieved with 


this new material are being discovered daily; addition- 
ally, these panels are unexcelled for sturdiness, economy, 
ease of handling and installation, and ventilation. 


Not limited to facades, the Borden Architectural Decor 
Panels are used as interior partitions, grilles, window 
guards, stair rails, doors, entryways, sunshades, and are 
especially adaptable in the refacing of existing build- 
ings. 


Write today for our folder on Borden Architectural Decor 
Panels. 


another fine product line of 


BORDI 


ITAL PF 


UCTS < 


MAIN OFFICE: 822 GREEN LANE, ELIZABETH, NEW JERSEY ө Elizabeth 2-6410 
PLANTS AT: LEEDS, ALABAMA; UNION, NEW JERSEY; CONROE, TEXAS 
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Rondal Partridge 


FIRST HONOR AWARD 


Foothill College, Los Altos Hills, Calif. 
Architect: Ernest J. Kump and Masten 
& Hurd, Architects Associated, Palo 
Alto and San Francisco. Structural en- 
gineers: Huber & Knapik and Earl & 
Wright, Inc.; mechanical and electrical 
engineers: Keller & Gannon; landscape 
architect: Sasaki, Walker & Associates. 
Owner: Foothill Junior College District, 
Los Altos Hills. Gen. contractor: Wil- 
liam & Burrows, Inc., O. E. Anderson, 
Inc., Carl N. Swenson Co. 


EIGHT HONORED IN A.LA. 1962 HONOR PROGRAM 


In the 14th annual Honor Awards Program, the American Institute 
of Architects selected eight recently completed buildings for citation. 
This year one building received the top Honor Award and seven re- 
ceived Awards of Merit. They are shown on these pages. 

Members of the jury were: Arthur Gould Odell Jr., F.A.I.A., chair- 
man; Charles R. Colbert, Dean, Columbia University School of Archi- 
tecture; Paul M. Heffernan, Director, Georgia Institute of Technology 
School of Architecture; Karl Kamrath, F.A.I.A.; and Paul Hayden 
Kirk, Е.А Т.А. 

The jury report read as follows: “The Jury, in selecting only eight 
of 382 designs, hopes that it can bring to the attention of the pro- 
fession a concern for the present condition of our physical environ- 
ment. It is the Jury’s opinion that fundamental logic so basic to ar- 
chitecture was often ignored. Superficiality, the patent solution, and 
the lack of individuality and artistic expression were strikingly ob- 
vious. We call for our colleagues to re-examine the basic doctrine 
of simplicity and human need, and to strive through their works to 
give a greater essence to the environment they create.” 


AWARDS OF MERIT 


Josepk W. Molitor 


ры UNUM E E 


New Sarasota High School, Sarasota, Fla. Architect: Paul 
Rudolph, New Haven, Conn. Engineer: Sydney L. Barker; 
mechanical engineer: Charles T. Healy. Owner: Board of 
Education, Sarasota, Fla. General contractor: Coe Construc- 
tion Company 
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A.I.A. Honor Awards Jury: (from left) 
Karl Kamrath, Paul M. Heffernan, A. G. 
Odell Jr., Paul Hayden Kirk, and 
Charles R. Colbert 


Julius Shulman 


Residence for a Developer, La Jolla, Calif. Architects: Kil- 
lingsworth—Brady-Smith, Long Beach. Owner: Amatea Corp. 
and Arts and Architecture magazine. Contractor: Amatea 
Const; Corp. Landscape coordinator: William Nugent. Deco- 
rator: Stan Yourg—for Frank Brothers 


Buildings in the News 


Roger Sturtevant 


Housing Group, Berkeley, Calif. Architects: Roger Lee Associates, 
Berkeley. Owner and developer: Roger Lee. General contractor: A. L. 
Muzzini 


Shin Koyama 


St. John’s Abbey Church, St. John’s Abbey, Col- 
legeville, Minn. Architects: Marcel Breuer and 
Associates, New York. Structural engineers: 
Weisenfeld, Hayward & Leon; mechanical engi- 
neers: Gausman and Moore. Owner: St. John’s 
Abbey. General contractors: McGough Construc- 
tion Company 


Ba tasar Korab 


Pa. Architects: Deeter & Ritchey Architects, Pitts- 
burgh. Owner: Convent of the Immaculate Concep- 
tion. Contractor: H. & M. Construction Co. 


Tennis Pavilion, Princeton University, Princeton, 
N.J. Architects: Ballard, Todd and Snibbe, New 
York. Consulting engineer: Peter W. Bruder. Owner: 
Princeton University. Gen. contractor: Matthews 
Construction Company 


Towers Residence, Essex, Conn. Architect: Ul- 
rich Franzen, New York. Owners: Mr. and Mrs. 
Henry Deen Towers. General contractor: Wil- 
fred Sevigny 
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Baneo del Atlantico offiee buildin 


Interior, Mexico Golf Club, Tlalpam, D.F., 1958 
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g, Mexico City, 1957 


Hector Mejia Arriaga 


Building, Mexico City, 1961 


PAN-PACIFIC 
CITATION AWARDE 
TO MESTRE 


Hector Mestre of 
Mexico City, one of 
Mexico's leading ar- 
chitects, has received 
the 1961 Pan-Paci- 
fie Architectural Ci- 
tation from the Ha- 
waii Chapter, Amer- 
ican Institute of 
Architects. 

The fourth annual award to an ar- 
chitect from a nation bordering on the 
Pacific, and the first from Latin Amer- 
ica, Mr. Mestre's citation was not for 
a single building, but for ''consistent 
excellence of design." The photos on 
this page show examples of his work. 

Mr. Mestre, a member of the Socie- 
dad de Arquitectos Mexicanos and Co- 
legio Nacional de Arquitectos, has rep- 
resented Mexico at many architectural 
conferences throughout the world since 
1948. 

Previous winners of the Pan-Pacific 
Architectural Citation have been Ken- 
zo Tange, Tokyo, Japan; Grounds, 
Romberg & Boyd, Melbourne, Austra- 
lia; and Leandro Locsin, Manila, Phil- 
ippines. 


FIVE HONOR AWARDS 
NAMED BY BELL SYSTEM 


Five Honor Awards and 34 Merit Awards have been 
made by the Bell Telephone System in its recent 
architectural competition whose criterion was 
“rood building designs at reasonable cost." 

More than 370 buildings from the 2000 erected 
for the Bell System by private architects and Bell 
personnel during the past two years were entered 
in the competition. The Honor Awards are shown 
on this page. 

Judges were former presidents of the American 
Institute of Architects: Leon Chatelain Jr., Douglas 
Orr and John N. Richards. All of the judges, who 
have done a considerable &mount of work for Bell 
companies, ‘‘were selected for their knowledge of 
the problems involved in designing telephone build- 
ings." 


American Telephone and Telegraph Co., Long Lines Electronic 
Data Processing Center, Mt. Kisco, N.Y. Architects: Office of 
Alfred Easton Poor 


Lui cee 


Bell Telephone Company of Canada, Ajax-Pickering Central 
Office, Pickering, Ont. Architects: Gordon S. Adamson & 


Associates 


Buildings in the News 


Pacific Telephone and Telegraph Co., San Ma- 
teo Addition, Burlingame, Calif. Architect: 
Clarence O. Peterson 


TOSS a ы ы 


Michigan Bell Telephone Co., Utica Central Office, Utica, 
Mich. Architects: Smith, Hinchman & Grylls 


New York Telephone Co., Southampton Central Office, South- 


hampton, N.Y. Architect: Voorhees Walker Smith Smith & 
Haines 
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EXTRA THIN and EXTRA QUIET 
THE NEW M*QUAY 


LO-LINE SEASONMAKER 


The new Lo-Line Seasonmaker is the most quiet air con- 
ditioning unit available and combines expected McQuay de- 
pendability with an exciting new design. The Lo-Line is little 
—just 1215" deep and 141^" high in flush wall model or free 
standing model that permits drapery behind it and is used 
with glass wall construction. But it's big in features— perma- 
nent split capacitor motor, slide out fan deck assembly, motor 


more compact — 1596 thinner than any disconnect plug, large access doors and piping compartments, 
other make—for flush or aw ay 1” vinyl coated insulation, finished rear panel and air filter 

removal without front panel removal. Wall to wall cabinet 

from wall or curtain wall installation extensions are available for flush wall models. For more in- 


formation, see your McQuay representative, or write to Mc- 
Quay, Inc., 1605 Broadway N.E., Minneapolis 13, Minnesota. 


6 SIZES C 

200 cfm • 300 cfm • 400 cfm 

600 cfm • 800 cfm • 1200 cfm e 
DECORATOR INC. 
COLORS 


AIR CONDITIONING * HEATING * REFRIGERATION 


$*9**2592306906€6G4900a49* 
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Fiberglas" reinforced panels made with 100% LUCITE* 


acrylic sirup 


re n original color, gloss and light transmission 
' longer than other reinforced translucent panels 


Scientific tests show that panels made with 10096 LUCITE acrylic sirup retain 9896 of their original gloss after 
2,000 hours in the Atlas Weather-Ometer. After three years of exposure in South Florida, acrylic panels show no 
appreciable change in color and a maximum loss of light transmission of only 1196. Ш On the other hand, 
"modified", “light stable", or other conventional panels fade severely after only 1,000 hours in the Weather- 
Ometer. They lose much of their gloss and they suffer a loss in light transmission of 3096 to 6096 in South Florida 
tests. WW Be sure to specify panels 

made with 100% Du Pont LUCITE E. 1. du Pont de Nemours & Co. (Inc.), Dept. AR-3, 


acrylic sirup. For more informa- Koom 2507L, Nemours Bldg., Wilmington 98, Delaware. 
tion, mail the coupon at right. 


[] Please send more 
information om acrylic МАМЕ —"°зтонм 


anels. 
POLYCHEMICALS р екенщ 
DEPARTMENT [] Please ask a panel 
Tre Un PA ore manufacturer to call 


Better Things for Better Living . . . through Chemistry on me. CITY. STATE 


ADDRESS 


ARCHITECTURAL RECORD March 1962 19 


Current Trends in Construction 
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F.W. DODGE CORPORATION - 


Total contracts include residential, nonresidential, heavy engineering contracts — 


NONRESIDENTIAL CONTRACTS 


(BILLIONS) 
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TOTAL CONTRACTS 


RESIDENTIAL CONTRACTS 


HOSPITALS REGISTER SHARP GAINS 


ONCE AGAIN the building business has set a new record, for 
the sixteenth postwar year in a row. The final figure for total 
1961 contract awards in the 48 states was $37,135,367,000, slight- 
ly more than two per cent above the previous highmark in 1960. 
This was achieved with a hefty assist from the closing months of 
last year. In December, the seasonally adjusted Dodge index of 
construction contracts, which had been rising somewhat irregu- 
larly during most of the year, shot to its second highest reading 
ever recorded for any month. Such a strong finish, of course, 
guarantees a substantial amount of actual construction activity 
in the months to come. 


IF THE CONTINUING string of record construction years seems 
a bit monotonous, remember that the over-all total usually has 
masked quite diverse movements in the various parts of our larg- 
est fabricating industry. Last year was no exception. Significant- 
ly, two of the three big sectors of construction—nonresidential 
building and heavy engineering—experienced small declines in 
contract valuation from their 1960 levels. Residential building, on 
the other hand, showed surprising strength, especially in the sec- 
ond half. 


AS HOUSING is overwhelmingly a private affair, the proportion 
of all contracts accounted for by privately-owned projects rose 
slightly from 65 per cent in 1960 to 66 per cent in 1961, This up- 
surge in the private sector occurred during the immediate after- 
math of our fourth postwar recession. Unlike the 1958 experience, 
we did not lean so heavily on government-sponsored projects to 
achieve year-to-year gains. 


SOME OTHER HIGHLIGHTS of the 1961 contract performance 
were as follows: 

e Apartment contracts pushed ahead strongly all through 1961, 
and by the end of the year had accumulated a 82 per cent gain 
over 1960. The dollar increase in multi-family housing contracts 
almost equaled the total dollar increase for all construction cate- 
gories combined. 

* Unquestionably, the star of the nonresidential building show 
was the subject of this month's building types study—hospitals. 
This vital construction category scored an 18 per cent advance in 
1961, which represented the largest percentage gain and greatest 
dollar increase of any nonresidential building type. 

e The biggest disappointment was manufacturing building, 
which dropped 14 per cent. Although some decline was to be ex- 
pected during the recession, the 1961 slump in industrial con- 
struction was particularly disturbing because it followed a 
rather weak and incomplete recovery in 1959 and 1960. 


TOTAL CONTRACTS for residential buildings in 1961 amounted 
to $16,123,436,000, up seven per cent from 1960, while nonresiden- 
tial building contracts dropped one per cent to $12,115,122,000. 
Heavy engineering contracts, at $8,896,809,000, were also down 
one per cent. While construction as a whole fared moderately well 
in 1961, the industry can look forward to even better things this 
year. Total contracts should crack the $40 billion barrier for the 
first time. We shall discuss some details of this enormous market 
in future issues. 


EDWARD A. SPRAGUE, Economist 
F.W.Dodge Corporation 
A McGraw-Hill Company 


for Seattle’s Century 21 
“Space Needle"... 


doorware design 
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Architects: John Graham & Co., 
Seattle and New York 
Contractor: Howard S. Wright, 


RUSSWIN Contractors, Inc., Seattle, Wash. 


Hardware Distributor: 
United Hardware Corporation, Seattle 


Doorware: Russwin Turbo Design Unilocs, 
500 Door Closers, 59 Door Closers 
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Construction Cost Indexes 


Presented by Clyde Shute, Director of Statistical Policy, Construction News Div., F. W. Dodge Corp., from data compiled by E. H. Boeckh & Assoc. Ine. 


Labor and Materials: U.S. average 1926-1929—100 


NEW YORK ATLANTA 
APTS., HOTELS, | COMMERCIAL AND APTS., HOTELS [COMMERCIAL AND 
RESIDENTIAL OFFICE BLDGS. | FACTORY BLDGS. RESIDENTIAL OFFICE BLDGS. | FACTORY BLDGS. 
Brick Brick Brick Brick Brick Brick 
and and and and and and 
PERIOD Brick Frame Concrete Concrete Steel Brick Frame Concrete Concrete Steel 
1930 | 1270 126.7 124.1 128.0 1236 | 821 809 | 845 | 861 836 
^. »35 | 938 913 104.7 108.5 1055 | 723 679 | 840 | 8) 851 
——. 1939 | 1235 122.4 130.7 133.4 130.1 86.3 83.1 | 951 | 974 947 
~ 19499 | 2437 240.8 242.8 246.6 240.0 189.3 189.9 | 1806 | 180.8 175 
^ 1950 | 2562 254.5 249.5 251.5 248.0 194.3 196.2 185.4 183.7 185.0 
1951 | 2732 271.3 2637 274.9 271.8 212.8 214.6 204.2 202.8 205.0 
О v5 | 2782 274.8 271.9 265.2 262.2 218.8 221.0 212.8 210.1 214.3 
~ 1953 | 2813 277.2 281.0 286.0 282.0 223.0 224.6 221.3 221.8 223.0 
~ 1954 | 285.0 278.2 293.0 300.6 295.4 219.6 219.1 233.5 225.2 225.4 
7 1955 | 2931 286.0 300.0 308.3 302.4 225.3 225.1 229.0 231.5 231.8 
77196 | 3108 302.2 320.1 328.6 324.5 237.2 235.7 2417 244.4 246.4 
1957. | 3185 3083 333.1 ~ 3452 3398 | 2412 2390 | 2487 | 2521 2547 
7 1958 | 328.0 315.1 348.6 365.4 357.3 243.9 239.8 255.7 261.9 262.0 
^ 1959 | 3427 329.0 367.7 386.8 374.1 252.2 2477 266.1 2727 273.1 
1960 | 3516 337.2 377.7 395.8 380.6 259.2 253.3 274.7 282.5 278.8 
October 1961 364.8 343.1 405.4 431.5 403.6 256.0 249.1 276.1 2847 274.0 
` November 1961 | 364.8 343.3 | 405.4 ~ 4315 403.6 | 2573 2508 | 2760 | 2844 2743 
“December 1961 | 364.31 3422 405.3 ^ 431.4 403.4 | 257.3 2508 | 2760 | 2844 2743 
ЭТС % increase over 1939 96 inarease over 1939 
December 1961 194.8 179.6 | 210.1 223.4 210.1 198.1 201.8 | 190.2 | 192.0 189.6 
ST. LOUIS SAN FRANCISCO 
1930 108.9 108.3 112.4 115.3 111.3 90.8 86.8 100.6 104.9 100.4 
^. 1935. | 951 90.1 104.1 ^ 1083 1054 | 89.5 84.5 96.4 103.7 99.7 
7 799 | 102 1070 | 187 | 41198 190 | 105.6 99.3 117.4 ^ 1019 165 
^. 1949 | 2214 2207 | 2128 | 2157 2136 | 2130 207.1 214.0 219.8 216.1 
~ 1950 | 232.8 230.7 221.9 225.3 222.8 227.0 223.1 222.4 224.5 222.6 
1951 | 252.0 248.3 238.5 240.9 239.0 245.2 240.4 239.6 243.1 243.1 
лэ | 2591 253.2 2497 ^ 2550 249.6 | 2502 245.0 245.6 248.7 249.6 
^ 1953 263.4 256.4 259.0 267.0 2592 255.2 257.2 256.6 261.0 2597 
1954 266.6 260.2 263.7 273.3 266.2 257.4 249.2 264.1 272.5 267.2 
|^ 1955 | 27233 2665 2722 ^ 2813 276.5 | 2680 259.0 275.0 284.4 279.6 
|^. 1956 | 2887 2803 287.9 ^ 2992 2933 | 279.0 270.0 288.9 298.6 295.8 
^ 1957 | 2920 283.4 295.2 307.1 302.9 286.3 2744 302.9 3152 310.7 
О 1958 | 2970 2789 304.9 — 318.4 3138 | 2898 274.9 311.5 3267 3208 
| 1959 | 3054 2964 315.0 ~ 3298 3239 | 299.2 284.4 3227 338.1 330.1 
О 160 | | 3314 3010 322.2 ~ 3372 329.2 | 305.5 288.9 335.3 352.2 342.3 
^ October 1961 | 3149 301.1 329.8 | 3479 3321 | 3115 2923 | 3505 | 3684 3542 7 
` November 1961 | 313.5 2993 329.5 зуу 3317 | 3115 292.3 350.5 73684 3542 
"December 1961 | 317.8 3041 _ 334.8 ^. 8527 3364 | 310.8 291.1 | 3504 | 3682 3540 
oe ааа % increase over 1939 % increase over 1939 
December 1961 188.4 184.2 | 182.0 | 194.4 182.7 194.3 193.4 | 198.5 | 202.0 203.9 


Cost comparisons, as percentage 


differences, for any particular type of 
construction, are possible between 
localities, or periods of time within 
the same city, by dividing the dif- 
ference between the two index num- 
bers by one of them; i.e.: 

index for city A = 110 

index for city B= 95 
(both indexes must be for the same 
type of construction). 
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Then: costs in A are approximately 
16 per cent higher than in B. ` 


110—95 


98 — 0.158 


Conversely: costs in B are approxi- 
mately 14 per cent lower than in A. 


110—95 


H6 = 0.136 


Cost comparisons cannot be made be- 
tween different types of construction 
because the index numbers for each 
type relate to a different U. S. aver- 
age for 1926-29. 

Material prices and wage rates 
used in the current indexes make no 
allowance for payments in excess of 
published list prices, thus indexes 
reflect minimum costs and not neces- 
sarily actual costs. 


a э < 


These are just two examples of steel-framed homes. 
Steel is equally suitable for more conventional 
houses. With steel you can build on that impossible" 
lot, and build a house that will stand forever. 

'The cost need not exceed that of a house of con- 
ventional construction and comparable quality — 


i for Strength 
. Economy 
. Versatility 


But they didn't want to bulldoze away 
the charm of their property, high on a 
hill overlooking Seattle. In designing his 
own home, David McKinley, an architect, 
decided on steel for the framework that 
carries the entire living area on a single 
level. Steel provided strong framing that 
could be left exposed for what McKinley 
calls “its sculptural beauty." See how 
attractive it looks in combination with 
wood paneling and decking. 


Living and family rooms, three bedrooms, 1/2 baths, music 
room, kitchen, and open decks are all on one level. Carport, and 
McKinley's quiet study are below. Steelwork by Seidelhuber 
{гоп Works. Contractors for an addition to the house were 
Charles Tuttle and Atlas iron Works. All are of Seattle. 


And what a house for enjoying the 
out-of-doors!. Architect Jock McKay de- 
signed it with huge window-walls, a 
sheltered court for sunning, and a unique, 
"folded-plate" roof. Let the wild winds 
blow —this house is framed with steel. The 
same design in conventional stud-wall 
construction would have cost consider- 
ably more. 


Spacious living room of the twelve-sided home. Three bed- 
rooms, two baths, kitchen, utility area, and enclosed court. 
Steelwork by Lambrix & Son, San Rafael; structural engineer 
was David Hammond, Palo Alto; contractor: Bain Construction 
Co., Larkspur. 


and when steel is used you can do so much more! 

We would be happy to send you a free copy of 
“The Steel-Framed House," an attractive booklet 
describing architect-designed homes from coast to 


coast. Please address your request to Publications 


Div., Bethlehem Steel Company, Bethlehem, Pa. 


Moisture constantly seeks a point of 
access into every type of construction. 
It will never find weak spots if you 
have the right flashing in all the right 
places. m WASCO flashing, properly 
installed, is permanent insurance 
against water damage. Yet the cost of 
this complete WASCO protection is 


generally less than 1/20 of 1% of total 
construction investment. m Only 
Cyanamid offers every kind of thru- 
wall and spandrel flashing you need 
to keep water out — from parapet to 


WASCO 


FLASHING 


foundation. You can specify 14 types 
of flashings including copper-fabric, 
copper-asphalt, copper-lead, fabric, 
plastic and aluminum. For exceptional 
flashing problems, you are invited to 
consult the Cyanamid Engineering 
staff. For full product details, see 
Sweet's Architectural File 8g/Wa. 


BUILDING PRODUCTS DIVISION 5 BAY STATE ROAD, CAMBRIDGE 38, MASS. 


Meetings and Miscellany 


A.I.A. Gold Medal 
Winners Named 


The American Institute of Archi- 
tects has named the following recip- 
ients of Gold Medals: Fine Arts, 
Stuart Davis, painter and muralist, 
New York; Industrial Arts, Sund- 
berg-Ferar, Inc., industrial design- 
ers, Southfield, Mich.; Architectural 
Photography, Ernst Haas, Australia 
and New York; Allied Professions, 
Ammann & Whitney, consulting en- 
gineers, New York. 

Lewis Mumford, author and ar- 
chitectural critic, was awarded the 
A.I.A. Citation of Honor for his book 
“The City in History.” 

The awards will be presented at 
the A.I.A. Dallas Convention. They 
were voted by the A.I.A. Board of 
Directors on nomination of the Com- 
mittee on Fine Arts Awards, whose 
members are L. Bancel LaFarge, 
F.A.I.A. chairman, Gordon Bun- 
shaft, F.A.I.A., and G. E. Kidder 
Smith, F.A.I.A. 

Other awards for presentation at 
the convention are: Architectural 
Firm Award, Skidmore, Owings and 
Merrill, New York; Kemper Award, 
Harry D. Payne, A.I.A., chairman of 
the Institute's Committee on Profes- 
sional Insurance. 

Honorary memberships will be 
awarded to: Edith Brazewell Evans, 
editor of Living fer Young Home- 
makers magazine; Dr. Arnold C. 
Tjomsland of Washington State 
University, College of Education; 
Perry Prentice, editor and publisher 


—Drawn for the RECORD by Alan Dunn 


“That’s technology for you—prestressed adobe!" 


of House & Home; A.I.A. librarian 
George E. Pettengill; Polly Shackle- 
ton, head of the A.I.A. Department 
of Legislative Affairs; and Wolf 
Von Eckardt, former head of the 
A.I.A. Department of Public Infor- 
mation and Journal art director. 

It was announced last month (AR, 
Feb. p. 10) that the 1962 A.LA. 
Gold Medal would be awarded post- 
humously to Eero Saarinen. 


Boston City Hall Design 
Finalists Announced 


From a total of 256 entries by ar- 
chitects from all over the U.S., eight 
preliminary designs for Boston’s 
new City Hall have been selected for 
final competitive judgment in May. 

The eight architects and archi- 
tectural firms are: Joseph T. Schif- 
fer, Concord; James B. Zwack, Wil- 
bert O. Ruster, Lloyd Gadau, Apple- 
ton, Wis.; F. Frederick Bruck, Ervin 
Y. Galantay, Cambridge; Mitchell 
and Giurgola, Philadelphia; Edward 
F. Knowles, R. M. McKinnell, G. M. 
Kallmann, New York; Y. C. Wong, 
T. C. Chang, Gertrude Kerbis, Otto 
Stark, S. Chan Sit, Chicago; Arthur 
G. Waterman, Tsiung, Johnson and 
Ruffing of Waterman, Page and As- 
sociates, Inc., Boston; George Raf- 
ferty of Progressive Design Asso- 
ciates, St. Paul, Minn. 

Jury members are: William W. 
Wurster, Wurster, Bernardi and 
Emmons, San Francisco; Walter A. 
Netsch, Skidmore, Owings and Mer- 
rill, Chicago; Ralph Rapson, head of 


the University of Minnesota School 
of Architecture; Pietro Belluschi, 
dean of the School of Architecture 
and Planning of M.I.T.; Harold D. 
Hodgkinson, chairman of the Board, 
Wm. Filene’s Sons, Boston. 


California Seeks Architect 
In Nationwide Search 


The State of California is conduct- 
ing a nation-wide program to recruit 
a new state architect who will suc- 
ceed Anson Boyd who retires in the 
spring. The California State Archi- 
tect administers the State Division 
of Architecture, one of the largest 
architectural organizations in the 
country. The Division has been re- 
sponsible for over 100 million dol- 
lars in construction annually. Top 
salary is expected to be $20,500. 

Selection of candidates will be 
made by a Qualifications Review 
Committee and Interview Board and 
finally by interview with Robert B. 
Bradford, director of Public Works. 

The following have agreed to ad- 
vise in the selection of the State 
Architect: architects, Welton Beck- 
et, Mario Ciampi, Wayne Hertzka, 
Frank L. Hope; John A. Blume, 
structural engineer; Alf E. Brandon, 
vice president of business affairs, 
Stanford University. 

Candidates must have broad and 
extensive architectural and admin- 
istration experience and be eligible 
for professional registration in Cal- 
ifornia. For further information con- 

continued on page 28 
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VISIT THE ARKLA GAS AIR-CONDITIONED SPACE NEEDLE AT THE CENTURY 21 SEATTLE WORLD'S FAIR 


Arkla's new 25-ton Gas Chiller-Heater—the DF-3000—has come to Phoenix in offices, churches and 
apartments. Reasons for its popularity: » Heats or cools automatically—no boiler, no compressor 
c Sealed for life, requires no lubrication = Keeps same capacity for life of the unit = No mung 

varts—no friction—in the heating and cooling cycle = First large tonnage absorptionaircon- j 
ditioner that also heats = For the whole story on the Arkla 25-ton DF-3000, call your local М, 

AS company. Or write Arkla Air Conditioning Co., General Sales Office, 812 Main St., Little f 

Rock, Ark. = American Gas Association. For Cooling & Heating. ..Саѕ is Good Business 
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Meetings and Miscellany 


continued from page 25 


tact John F. Fisher, executive offi- 
cer, State Personnel Board, 801 Cap- 
ital Ave., Sacramento 14, Calif. 


Landry and Canty Assume 
New Duties with A.I.A. 


Two major appointments have been 
made in the American Institute of 
Architects’ headquarters offices in 
Washington, D. C. Baton Rouge ar- 
chitect Kenneth C. Landry, A.I.A., 
has been appointed head of the De- 
partment of Institute Relations. 
Donald J. Canty of Berkeley, Calif., 
has been appointed head of the De- 
partment of Information Services 
and assistant editor of the A.I.A. 
Journal. 

А Т.А. Executive Director William 
H. Scheick said Mr. Landry, who as- 
sumes his new duties April 1, would 
have extensive responsibilities in- 
volving A.LA.'s national and state 
legislative programs and relations 
with other segments of the construc- 
tion industry. 

A partner in the firm of Bodman, 
Murrell, Landry & Webb, Architects 
and Engineers, Mr. Landry will ter- 
minate active participation in part- 
nership affairs after April 1, but 
will be available to the firm as a con- 
sultant. 

Mr. Canty has been associate edi- 
tor of the Daily Pacific Builder, the 
F. W. Dodge construction industry 
newspaper for northern and central 
California, executive assistant to 
the California Council of the A.LA., 
and, most recently, executive editor 
of the MeGraw-Hill magazine West- 
ern Architect and Engineer, which in 
January was consolidated with the 
Western Section of the RECORD, a pub- 
lication of F. W. Dodge Corporation, 
a McGraw-Hill company. 

Mr. Canty replaces Wolf Von Eck- 
ardt who has been A.I.A.s public in- 
formation efficer and art director of 
the Journal since 1958. Mr. Van Eck- 
ardt, recently elected an Honorary 
Member of the A.LA., resigned to 
free lance as architectural writer 
and critic. He will continue as Jour- 
nal art director. 


Bacon To Speak at Harvard 
Urban Design Conference 


Edmund Bacon, executive director 
of the Philadelphia City Planning 
Commission, will talk on the subject 
"What Happens Between Buildings" 
at the Sixth Urban Design Confer- 
ence to be held at Harvard Univer- 
sity, April 14. 
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The conference, sponsored by the 
Harvard Graduate School of Design 
and its Alumni Association, will 
also feature a report on the previous 
day's panel discussions on “Design- 
ing Inter City Growth" by panel 
moderator Frederick Gutheim, pres- 
ident of the Washington Center for 
Metropolitan Studies. 


Jon H. Starnes, fifth year student at 
the University of Texas, (center), is 
winner of the $5000 second annual 
Reynolds Aluminum Prize for Archi- 


tectural Students. Reviewing Mr. 
Starnes’ model of a “Warped Space 
Frame Component” are Philip D. Creer 
(left), director of the Univ. of Texas 
School of Architecture, and R. Gommel 
Roessner, chairman of the school’s De- 
sign Committee 


Gropius and Two Sculptors 
Elected to National Institute 


Walter Gropius was one among 
eleven creative artists elected new 
members in the National Institute of 
Arts and Letters, the highest honor 
society of the arts in the country. 
Also elected new members in the 
Institute, which limits its member- 
ship to 250 native or naturalized 
citizens qualified by notable 
achievements in art, literature or 
music, were sculptors Isamu Nogu- 
chi and Alexander Archipenko. 


Chermayeff Accepts 
Appointment at Yale 


Serge Chermayeff, Russian-born ar- 
chitect and artist now on the Har- 
vard architecture faculty, has been 
appointed new professor of Archi- 
tectural Design at Yale University. 

Mr. Chermayeff will resign from 
Harvard where he has been profes- 
sor of Architecture since 1953, to ac- 
cept his new appointment in the 
School of Art and Architecture at 
Yale, effective next July 1. 
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Plans for A.I.A. Dallas 
Convention Announced 


“New Dimensions of Architectural 
Practice" will be the subject of the 
American Institute of Architects' 
1962 Convention, May 8-11, in Dal- 
las, President Philip Will Jr. has 
announced. 

Keynote speaker will be Dean 
Charles R. Colbert of the Columbia 
University school of architecture. 
Following Dean Colbert will be Jane 
Jacobs, associate editor of Architec- 
tural Forum and author of "The 
Death and Life of Great American 
Cities," and Mayor Ben West of 
Nashville, Tenn. 

The three other general sessions 
will be led by editors Emerson Goble 
of ARCHITECTURAL RECORD, Douglas 
Haskell of Architectural Forum and 
Thomas Creighton of Progressive 
Architecture. 

Chairman of the Dallas АЛА. 
Host Chapter Committee is Roscoe 
DeWitt, F.A.LA. The Central Com- 
mittee, composed of the chairmen of 
all subcommittees, the several liai- 
son officers and the Chapter presi- 
dent, will eonsist of: John Harold 
Box, Guide Book; Thomas D. Broad, 
Transportation and Tours; Ralph 
Bryan, Chapter president; Jack Cor- 
gan, Reception and Registration; 
George L. Dahl, A.I.A. Board Din- 
ner; Grayson Gill, Preregistration ; 
Temple Phinney, Printing; George 
E. Harrell, Chapter Party and Party 
Entertainment; Harris Kemp, Wom- 
en's Affairs; Howard R. Meyer, 
Budget and Finance; Enslie O. 
Oglesby Jr., Public Relations and 
Publicity; Max M. Sandfield, Archi- 
tectural Exhibit; George W. Shupee, 
Student and School Affairs; Herbert 
M. Tatum, Fellowship Dinner; 
Downing A. Thomas, Museum Af- 
fairs. 


Dean Gordon Leaves Post 

At Oregon University | 
Walter Gordon, dean of the Univer- | 
sity of Oregon School of Architec- 
ture and Allied Arts, will return to 
private practice in Portland and a 
visiting professorship at Reed Col- 
lege. 

Dean Gordon’s resignation will be 
effective July 1 and his Reed duties 
as visiting professor of art and de- 
sign will begin in September. His 
successor was not immediately an- 
nounced. 

more news on page 92 


HOW MUCH AUTOMATION 


IS PRACTICAL FOR YOUR BUILDINGS ? 


Latest advances mean that today, even in buildings of modest size, 
the right degree of automated control of temperature, fire, security and 
other systems may pay off for your clients in as little as 3 to 5 years. 


This report from Honeywell shows why and how. 


Today’s building 
more and more 
a machine 


The next 6 minutes could be worth 
thousands of dollars to every client 
trying to hold down running expenses 
of a building in the face of the relent- 
less cost-price squeeze. 


Whether a public or private building 
— office, store, factory, school, college, 
hospital or hotel—it’s a machine almost 
as much as a structure, with mechan- 
ical and electrical systems represent- 
ing up to 50% of its cost. 


As a machine, it can now be auto- 
mated far more, and far more profit- 
ably, than most people realize—espe- 
cially those who have to pay the bills 
for its operation and maintenance. 


New: Automation for 
optimum results 


Today your clients can have the benefit 
of automation concepts that a few years 
ago were too costly or unavailable. 

Chief of these is automating a building 
for optimum results—wringing maximum 
efficiency from equipment to cut a sur- 
prising waste in manhours, plug needless 
leaks in other costs including power and 
fuel, and assure the utmost in comfort, 
safety, and efficient working conditions. 


Here’s what we mean by 
automating a building 


A simple central control panel is, of 
course, a big step forward in automating a 
building. You can centralize control of any 
or all systems such as air conditioning; 
fire detection and alarm; security against 
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For towering skys 


intrusion and theft; clock systems; equip- 
ment surveillance; similar functions. And 
you can coordinate and integrate them 
for vastly higher efficiency. 


Today you can also start power-consum- 
ing equipment such as compressors in just 
the right sequence and loading combina- 
tions for optimum efficiency at any demand. 
The following graph suggests the savings 
this can make for a client. It shows the 
efficiency increase estimated for an actual 
building by automating control of 3 com- 
pressors for the most efficient perform- 
ance under any load. 
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Imagine what such a boost in efficiency 
would do for a client’s building. Even if 
it’s much smaller and less complex than 
this one, automation could well offer extra- 
ordinary savings. 

The only question today is how much 
automation is most profitable. And today’s 
decision may differ sharply from that of 
a few years ago. 


Simpler systems for small 

buildings, robots for big ones 
Five years have seen great advances— 
new techniques, new equipment, new mini- 
aturization and new knowledge gained in 


hundreds of installations across the nation. 


For smaller buildings, there are new 
and simpler central-control systems; for 
large buildings, computer-guided robots. 


Such a robot can analyze scores of vari- 
ables including weather, internal load, fuel 
costs—and instantly allocate the load to 
equipment for the desired cooling at least 
expense. So new developments make more 
automation practical for buildings of all 
sizes—new or being modernized. 


Often pays for itself 

in as little as 3 to 5 years 

By cutting costs and boosting efficiency, 
automated central control often pays for 
itself so swiftly, in as little as 3 to 5 years, 
that it’s almost unbelievable. 


Yet many reports to Honeywell confirm 
it and show why. For one thing, it’s now 
simpler to automate only the systems your 
client needs, in any combination. Some of 
the functions you can automate include: 


Temperature, humidity: Monitored con- 
stantly. Remote adjustment possible for 
hundreds of points or just a few. 


Equipment surveillance: Automatic pin- 
pointing of off-normal conditions elimin- 
ates human error. Includes monitoring of 
steam and water pressures, etc. 


Building security, fire alarm systems: 
New electronic, sonic and other detectors 
that see and hear in the dark or far away; 
spot even a wisp of the smoke that portends 
a fire; or feel the presence of an intruder 
even approaching a security zone. 


Clock systems and programming: Start- 
stop of equipment at the proper time, in 
the proper sequence. Built-in memories to 
do the right thing after power failure. 


System analysis: Instrumentation to en- 
able operation of systems at optimum. 


Automatic data logging: Typed records 
for system analysis, for costing-billing. 


crapers 


In Chase Manhattan bank, New York, two Honeywell Selectographic 
DataCenters supervise air conditioning, many another function. An 
11th floor center handles lower part of building, a 31st floor center the 
rest of the 64 stories. One man in 11th floor center can view any of 17 
floor plans, 37 systems; stop any of 71 fans, 16 pumps; check tem- 
peratures in 400 areas, raise or lower them in 200; make a continuous 
record of any 20 of 732 key temperatures. A conventional panel for the 
same duties would be 70 ft. long. This Honeywell setup is less than 
17 ft., including 732-station recorder and other panels. In many smaller 
buildings, Honeywell's Supervisory DataCenter panels of more conven- 
tional design are a practical choice for automation. 


These are only a few of Honeywell’s 
automation capabilities. Only an analysis 
of each building will show which a client 
can most profitably use, and how. 


Savings may be greater than you expect. 
One of America’s best known building 
managers says: “Many of us would be 
shocked at costs we’re footing—if we only 
stopped to analyze and find the leaks.” 


Where do leaks occur? Here’s one spot. 
In buildings without an automated con- 
trol center, Honeywell studies repeatedly 
show air conditioning and other costly 
equipment running 2 to 4 hours overtime a 
day needlessly. It takes operators that long 
to start and stop all the machinery. 


This wastes power and fuel, shortens 
equipment life, takes manhours better 
spent on preventive maintenance. 


Starting air conditioning— 
the old way and the new 


Take a typical case. Without central 
control, Operator John Doe tramps 165 ft. 
to Equipment Room B-1 where it takes 30 
minutes to start 6 fan systems, 4 exhaust 
fans, and check things over. 


Five minutes and 760 feet later, he's in 
B-2 plodding through a similar chore. Then 
to 5 more systems, using 2 hours for a job 
he could have done in 5 minutes in a 
5’ x 20’ control room. 

Here, glancing at simple graphic lay- 
outs of each system, he could start the 
machinery, listen to it on an audio system, 
note pressures and temperatures, and know 
that if anything went wrong, alarms would 
pinpoint the trouble automatically. 


Electronic signals quicker 
than footsteps, cost less 


Although electronic signals move faster 
than John Doe, and eost less, his is still 
the wasteful routine in thousands of build- 
ings. Many of these are due to be modern- 


ized. It could be costly to modernize in 
other ways without exploring more auto- 
mation. And you won't want to base this 
year's decision on outdated information. 


Even new buildings hit 
by ‘‘hidden’’ costs 


Despite swift progress in equipment for 
automation, 3 out of 4 commercial build- 
ings going up today lack automated con- 
trols such as Honeywell offers. 


While automated control may be added 
later, it will then cost more, plus the loss 
meanwhile in “hidden” costs such as: 


e Wasted manhours in walking tours, ad- 
justing equipment, logging data. 


e Lost time avoidable by preventive main- 
tenance made easier by central control. 


e Time lost by maintenance on a guess- 
work scheme instead of an optimum.(Made 
possible by system analysis that spots a 
drop in efficiency, warns when it's time for 
a checkup, helps avoid breakdowns.) 


€ Lost hours caring for complaints that 
are minimized by modern automation. 


Modern equipment also can instantly : 


locate remote trouble sources that other- 
wise might take hours or days to find. 


Thus, in many an existing building, the 
owner is paying for automation whether 
he has it or not. And actually paying more 
if he doesn’t have it. 


New test: How much will it 
cost NOT to automate? . 
More and more, this is becoming the 
test question on automation. Recent build- 
ing practices have speeded this trend. Cur- 
tain walls are so sensitive to weather 
changes that only automated controls can 
maintain the utmost comfort for occupants 
with least supervision at lowest cost. 

In fact, automatic control actually stems 
from a Honeywell invention to keep you 
comfortable in your home. 


Building automation began 
with this thermostat 


Familiar as you are 
with this thermostat, 
the Honeywell Round, 
it may never have oc- 
curred to you that the 
first Honeywell thermo- 
stat was the real ances- 
tor of building automa- 
tion. But it is. Its principle is basic to 
automating industrial processes, space 
guidance systems, or buildings. 


And you can expect Honeywell, as an 
automation pioneer, to provide your clients 
with the right control systems, properly in- 
tegrated for best results. Here's why. 


Only Honeywell designs, 
builds, installs, maintains 
all these control systems 


Only Honeywell devotes an entire fac- 
tory to making central control panels, one 
evidence of its leadership. 


Only Honeywell manufactures the panel 
and all equipment used on it. 


Only Honeywell makes all 3 types of con- 
trol systems— electronic, electric and pneu- 
matic. So you know that when Honey well 
automation specialists advise any type or 
combination, it's because they feel it's best 
for your client, not just because it's the 
type Honeywell makes. 


Honeywell miniaturization 
now saves costly space 


Honeywell appreciates your problem in 
space utilization. Some panels have been 
space hogs. But Honeywell miniaturization 
now makes huge panels unnecessary. 


Honeywell's Selectographic* DataCenter 
takes little more space than a desk. From 
this console, one man can supervise air 


*Trademark 


For sprawling offices in Suburbia 


> 


Fire and security systems are automated, as well as air conditioning, 
at Pure Oil Company suburban offices in Palatine, Ill. Located behind 
a corridor picture-window, the center reminds employees and visitors 
of company's concern for their comfort. Fire detection-alarm. system 
covers 37 zones, color-keyed on a graphic panel for instant identifi- 
cation. In case of fire, alarm also sounds at village hall. One man at 
console controls 22 fan systems including 39 fans, 19 spray pumps, 
17 exhaust fans, in rooms up to 400 ft. away; also controls 3 doors 
where entrance or exit is possible after hours. Honeywell offers practical 
automation systems for every type of building, including schools, 


colleges, hospitals, hotels, motels, stores. 
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For smaller buildings 


This compact Honeywell control panel 
makes it simple to adapt air conditioning 
to changing needs in Fred Harvey restau- 
rant, NW Tollway, near Chicago. This type 
is often ideal for smaller buildings such as 
offices, clinics, clubs. It can include fire 
and security systems, other functions. 


conditioning of a 40-story building. 

On its TV-like screen, he sees all its fan 
systems or floor plans by pushing buttons. 
Graphic plans, rear-projected from 35 mm 
slides, rivet his attention on the system he’s 
inspecting, saving time and confusion. 

Of course you can tie in modules for 
other functions including fire, security and 


clock systems. All are designed by Honey- 
well to give your control center a custom 
job at production-line prices. 


Floor space for panel cut 
from 1,200 to 200 sq. ft. 


In a typical large building where con- 
ventional panels would need about 1,200 
sq. ft., the Selectographic uses only 200. 


At building costs of $15-$30 а sq. ft., 
space for a conventional panel would cost 
$15,000-$30,000 more than it would for the 
Honeywell Selectographic. At a $3-$8 
rental value, it saves space worth $3,000- 
$8,000 a year or $120,000-$320,000 over 
the building’s 40-year life. 


Other Honeywell advances slash wiring 
costs. In a typical building, Honeywell’s 
Multiplexer relay system reduced the num- 
ber of wires needed by 79%. 


Another Honeywell contribution, the 
ScanAlarm*, checks 100 points in 3 sec- 
onds, reports anything off-normal. How 
fast could a man do it? 


If you need continuous indication of 
variables, Honeywell has it. Automatic 
data logging? Honeywell has it. System 
analyzers? Honeywell has them. A lease- 
purchase plan? Honeywell has it. And if 
a client wants a definite maintenance cost 
with no surprises to upset his budget, 
Honeywell offers that, too. 


Automation simplified 
by single responsibility 


Honeywell will work with you, your 
engineer or client to analyze what services 
you may want to automate, what will pay 


off quickly, what services are on the 
fringe or beyond it. 


We’re ready to help in the design; we’ll 
manufacture the equipment, install it, 
supervise start-up. And then contract with 
the owner to maintain it in a package in- 
cluding periodic inspection, emergency 
service, parts and replacement. 

All guaranteed by Honeywell, with one 
company accepting total responsibility! 


Ask about an automation 
analysis of your building 


How do you start? Honeywell engineers 
will work with you to make a documented 
analysis of a building 
if a preliminary check 
indicates further auto- 
mation may be profit- 
able for a client. 


Whether he is build- 
ing or modernizing, 
call on Honeywell for 
assistance, without 
obligation. Phone your nearest Honeywell 
office, check coupon, or write W. N. Wray, 
Honeywell, Dept. AR3-49, Minneapolis 8, 
Minn. (In Canada, write Honeywell Con- 
trols, Ltd., Toronto 17, Ont.) 


Here is one more opportunity for you to 
make each building even more a model of 
efficiency— combining architectural and 
mechanical excellence. 

May we contribute to that end? Delay 
сап be costly, for profitable automation 
is here now—in the degree your clients need. 

The earlier we’re called in, the more 
certain a lower first cost—with greater 
savings over a building’s lifetime. 


*Trademark 


Honeywell 


7 new planning guides...yours for the asking. Just send coupon. 


Honeywell, Dept. AR3-49 
Minneapolis 8, Minn. 


Without obligation, please send Honeywell Planning Guides checked. 
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The TV 
in the 
Tokonoma 


Western Section” 


including Western Architect and Engineer 
WESTERN SECTION EDITOR: Elisabeth Kendall Thompson, A.I.A. 


2877 Shasta Road, Berkeley 8, California 


For centuries the tokonoma has been the place of honor in the Japanese home, 
an invitation to contemplation and repose, a place where beauty was. At the 
back of the tokonoma (a recess in the wall at the side of the living room) 
there hangs, by tradition, a kakemono or picture scroll; some beautiful ob- 
ject—a bowl, a vase, a small piece of sculpture—or a flower arrangement is 
its only other adornment. | 

For centuries this was the tokonoma. But things change—as who should 
know better than we in this country? The tokonoma, once a sacred place, then 
a place of beauty, has been usurped. Beside the flower arrangement, under 
the scroll, stands the TV in the tokonoma—as unlikely a pairing of symbols 
as could be conjured anywhere. 

But this is not the only change, nor the first, in Japan. What began long 
ago when Japan was opened to the West has continued straight along; but 
the pace is quicker now. Emperor Hirohito has a new palace; he has just 
moved into it and is reported very happy with it. Does it reflect the centuries 
of Japanese culture, the beauty of its art, the canons of its taste? Alas, the 
report is that it looks more like “а rambling ranch type house of the kind 
found in Southern California” than a residence for the emperor of a country 
with the rich and colorful history and culture that are Japan’s. 

Two other developments are about to hit Japan, and who can guess the 
result of their impact? Shopping centers based on Southern California’s 
Lakewood center are being planned for the outlying districts of Tokyo and 
other large cities. By the middle of 1963 the first of these, near Tokyo, is 
expected to be in operation. 

And as of now Japan’s biggest chain of department stores is purveying 
“American designed, Western style, made-in-Japan furniture’: sofas and 
chairs, of pleasant (and somewhat Scandinavian) line and look, the kind a 
Westerner would happily sink into because chairs are for his way of sitting. 
But for a Japanese? His house is scaled to a different posture. Even the 
height of the kakemono in the tokonoma is determined by the line of vision 
from the traditional seat on the floor. Simplicity апа complete lack of clutter 
have been fundamentals of the Japanese esthetic. What happens to them when 
the sofa and the chair which no wall cupboard can accommodate as it does 
the bed and other accoutrements of Japanese living, come into the living room 
to stay ? 

Perhaps in time the Japanese will solve this esthetic dilemma. It is a de- 
batable question whether the West in thousands of years has truly assimilated 
its furnishings. The problems of the shopping center and the television set 
and their impact on the human environment are as yet too new for the kind 
of awareness needed for solution. As for the ranch-style house—we have had 
it long enough, but what do we do with it? 

What these bits and pieces seem to show is that progress is a sometime— 
even, perhaps, a somehow—thing, and that, wherever you are, it takes more 
than moving the Chesterfield onto the tatami, the TV into the tokonoma, to 
maintain a standard that rings true in a changing world. E. K. T. 
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HONOR AWARDS (left) MERIT AWARDS (below) 
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U. S. National Bank of Portland IS), OE шш Be Ы ан Ei 
17th and Oak Branch, Eugene, Oregon Low Rent Housing Project 
Wilmsen, Endicott & Unthank, architects Springfield, Oregon 
Eugene Bennett, artist Lutes and Amundsen, architects 
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River Road Medical Group Building 
Eugene, Oregon 
Lutes and Amundsen, architects 


Tom Burns Jr, 


Tom Burns Jr. 


U. S. National Bank of Portland 
Eugene Branch, Eugene, Oregon 
Wilmsen, Endicott & Unthank, architects 
James Bartell, artist 


SOUTHWEST OREGON 


Peace Presbyterian Chapel 


SOUTHWEST OREGON AND Eugene, Oregon . 
HAWAII CHAPTERS, A.I.A. m ion d lenit айсы 
AWARD HONORS V 


Honor award programs by A.I.A. chapters, increas- 
ingly popular in the last decade, have proved more 
than a means to valid publicity: they are an effective 
program of publie education in good architecture. 
Some Western chapters make awards annually; 
others use the program less frequently. But each 
has its own particular feature. For the last three 
years the Hawaii chapter has presented a Pan- 
Pacific Architectural Citation to an architect from 
a “Pacific rim" country and an Architectural Art 
award to an Islands artist. For the Southwest Ore- 


Kenn Knackstedt 


Standard Insurance Building 


gon chapter's second program only occupied build- Medford, Oregon 
ings were eligible. Awards in both programs are Wilmsen, Endicott & Unthank, architects 
shown here. Eugene Bennett, artist 
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HAWAII 


R. Wenkam 


Honolulu 
Bradley and Wong, architects 
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Residence for Blanche M. Hill Residence for Richard K. Tam 
Honolulu Honolulu 
Vladimir Ossipoff, architect Edward Sullam, architect 
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Aina Haina Branch, First National Bank 
Aina Haina, Oahu 
Law & Wilson, architects 


Chinese Consulate General Building 
Honolulu 
Howard Wong, architect 


E E 
E ; 
Bishop Museum Planetarium and Observatory MeKinley High School Cafeteria Building 
Honolulu Honolulu 
Merrill, Simms & Roehrig, architects Takashi Anbe, architect 


WESTERN SECTION ARCHITECTURAL RECORD March 1962 32-3 


nF : ў fi: У 
MBA du 


Dining area opens onto a broad deck overlooking lake Beal 


FAMILY CLUB MASTER-PLANNED FOR DEVELOPMENT BY STAGES 


Situated in a grove of cottonwood trees beside a creek in one of the canyons The Cottonwood Club 
of the Wasatch Mountain Range which borders Salt Lake City, the Cotton- 
wood Club provides a pleasant recreation spot within easy access of the city 
and the communities to its south. The club is still being developed according ARCHITECT: Stephen L. MacDonald 
to the master plan drawn up for it six years ago when a five-acre site was LANDSCAPE ARCHITECTS: 

acquired. First of the buildings to be constructed was a part of the locker Royston, Hanamoto & Mayes 
house, beside the swimming pool; two tennis courts, parking and remodeling DECORATOR: Noel L. Betts 

of the stable followed. The clubhouse, terrace and the second half of the 
locker house represent stage three. More tennis courts, riding facilities and 
parking have since been added (and will be expanded in the future), land- 
scaping is in, and the site has been increased by four acres on the south and 
east. An ice rink and a teen-age building are scheduled for the future. The 
buildings are of solid laminate wood construction; the vaulted roof of the 
locker house, repeated on the clubhouse, is designed on a four-foot module. 
Despite the summer heat in this area, the clubhouse needs no air conditioning ; 
its waterside location and the tall cottonwoods keep it cool. Cost of the club- 
house was $125,000; over-all cost will be between $275,000 and $325,000. 


LOCATION: Salt Lake City, Utah 


CONTRACTORS: 

Cannon Construction Company 
Culp Construction Company 
Knowlton Building Company 
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Locker House was first building on site 
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Covered deck leads from lounge to patio and terrace Decks off lounge areas shelter lower terrace 
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“Orthotropic” design: in some German bridges of this design, the steel deck is one-half inch thick, asphalt topping is two inches 
thick, laid directly on the steel plate. Hayward-San Mateo bridge, shown here, will be “light and graceful" 
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Original design: a double-deck, steel truss bridge labeled “erector set" by newspaper articles 


A vigorous campaign by a San Francisco newspaper for a “beautiful bridge" 
instead of the design proposed by the State of California’s Toll Bridge Authority 
has had two good results: a consulting architect—William Stephen Allen of 
Anshen & Allen, San Francisco architects—was appointed to pass on the bridge 
design, and a new design has been prepared. 

m وو‎ The new proposal, based on a method of bridge design well-known in Europe 
ORTHOTROPIC but used only once so far in the United States (at St. Louis), is a single deck 
DESIGN TO steel bridge with a slender profile. The method by which it is being designed is 
called orthotropic (from German engineer Cornelius’ orthogonal-anisotropic 
GIVE S.F. BAY A theory of deck design). In this method, the deck is a steel plate which acts as 
GOOD-LOOKING BRIDGE the top flange of the main longitudinal girders and floor beams, and as a load- 
carrying element between stringers. Stringers and floor beams are welded to 
the bottom surface of the orthotropic plate. The top surface is covered with a 
thin layer of road topping. The method makes possible considerable weight- 

saving over conventional designs for comparable spans, and thinner sections. 

The original design for the San Francisco Bay crossing between Hayward, 
in Alameda County, and San Mateo on the San Francisco side of the Bay, 
was for a steel truss, double-deck bridge to be built at an estimated cost of 
$65 million. (This figure did not include the approaches, which are already 
under construction.) Criticism of this design caused the California governor 
to review the proposal, and to promise that there “would not be anything more 
around here like the Richmond-San Rafael bridge" at the Bay's north end. 

The orthotropic design will cost an estimated $5 million more than the 
original design. But no one seems to mind the additional cost. And all factions 
seem pleased with the design: architects because, although it may not be the 
greatest design in the world, it is simple and more graceful than the original 
proposal; engineers because the method promises an interesting experience and 
meets the conditions of the job; and the public because it has been told that the 
new bridge will be better looking than the earlier design. 

The controversy has had an even more important result. The Hayward-San 
Mateo bridge is near the southern end of the Bay, where it lacks the dramatic 
First маги bridge in North Anmereass setting of the bridges at the central part of the Bay. But this bridge is just 
under construction across the Mississippi at one of several that the state wants to build. Two others—one the long-discussed 
St. Louis Southern Crossing below San Francisco, the other a bridge from the city to 

Angel Island and Tiburon in Marin County—are much in the news. The Hay- 
ward bridge design has aroused professionals to the real threat to the Bay’s 
beauty: more bridges near San Francisco in strategic locations for being looked 
at by millions of eyes. The Richmond and Hayward bridges have been a lesson; 
architects are beginning to learn that, if they want a finer environment, they 
will have to cross their bridges before they come to them. 


€€— 


Controversial part is high level section over navigation channel. Long approaches from each side are already under construction 
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{rena for hockey and boxing at left; stadium at right 


OAKLAND PLANS STADIUM COMPLEX FOR BASEBALL TEAM 


ARCHITECTS: Skidmore, Owings & Merrill 
JONSULTING ENGINEERS: Ammann and Whitney 


This handsome design for a complex of three struc- 
tures is proposed for construction in Oakland, Calif., 
a city often looked upon by San Francisco, its neigh- 
bor across the Bay, as something of a “country 
cousin." With this design, however, it seems clear 
that Oakland, the third California city to back a 
baseball team with a new stadium, will have a 
stadium complex that is by far the most sophis- 
ticated, architecturally and structurally, of the three 
new structures. 

It will also be versatile. The 48,500-seat stadium 
can be used with the normal seating-to-field relation- 
ship for either baseball or football, thanks to mov- 
able seating of special design at field level and in the 
bleacher section (under the eucalyptus trees which 
shield an unsightly outlook on the northeast). Under 
the grandstand are concessions, toilet rooms and, at 
grade, an exhibition hall. The link structure, þe- 
tween stadium and arena, provides meeting rooms, 
restaurant, team rooms and service facilities. The 
glass-enclosed arena provides seating (10,000 for 
hockey, 13,500 for boxing) in a structure of dra- 
matic concept: a concrete shell of catenary form 
which stands free of the enclosure. 


Grandstand seating at one side of arena gives seating stand an 
asymetrical curve 
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Arena roof, 420 ft in diameter, is of precast concrete T’s placed in three rings 
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TWO WAYS TO PROVIDE 
FALLOUT SHELTERS 


Should fallout shelters at public schools be built 
into school buildings or adjacent to them? Should 
classrooms be built underground, with enough 
earth and concrete to make them adequate radia- 
tion shelters? Two answers to these questions, 
faced by school administrators and architects 
alike, are presented here. One of these is a “pro- 
totype school,” one of nine schools being built 
with federal aid under sponsorship of the Office 
of Defense Mobilization. The other is a proposed 
solution to the problem which places the shelter 
under a football field. Currently under construc- 
tion at Abo, N. M., is a third answer: an elemen- 
tary school built completely underground. 


1. Integral with the School Building 


OCDM-sponsored demonstration school, North Arvada, 
Colo., Harold R. Carver, architect: Minimum window area 
and gym locker rooms located, for the most part, below 
grade are features most directly related to radiation pro- 
tection. Locker rooms are protected along exterior wall by 
earth berm; other walls are interior. These are intended 
for emergency use as dormitories; gyms and music rooms 
on same level would be activity spaces during emergency 
use. Entrances are baffled two or three times. School and 
shelter are designed for school’s present 750-pupil enroll- 
ment. Protection factor of shelter is between 250 and 500 
(depending on location), or “good” by OCDM standards. 
Additional cost for shelter was $35,000 


2. Separate from the School Building 


Proposed underground shelter adjacent to school, Falk & 
Booth, architect and engineer: Located under a playfield, 
this shelter is similar in design to U.S. Naval Radiation 
Defense Laboratory-type shelter. It uses 10 ga galvanized 
multi-plate steel arches, concrete bulkheads at openings 
and either three ft of earth for fallout protection, or 10 
ft for blast (and fallout) protection. Entrance is down 
steps to a steel tube and thence to shelter where 2400 
persons from school and neighboring area (200 in each 
arched unit) could be accomodated. Cost of playing field 
with fallout shelter is estimated at $201,663 ($84 per per- 
son); with blast shelter, $218,290 ($90 per person), ex- 
clusive of land cost, fuel storage, generators, toilets, water 
supply and drainage 
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Achieve the Beauty of Line 
with superior construction (every time)... 
when you specify Angeles metal trims. 


"Built-in'' to drywall interiors— all doorways, windows 


and wall-port openings are protected by Angeles all- 
steel drywall casings for good and for Good Design. 


The acceptable metal casings for 
smoother, cleaner wall appearances; perfect for homes 
and light-commercial installations. 


From the one Western Source manufacturing 
exclusively for drywall industry. 


Angeles metal trim co. 


5118 E. Washington Boulevard, Los Angeles 22, California 
Phone: ANgelus 8-1777 . 


10th YEAR — 1962 
* 
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NONRESIDENTIAL CONTRACTS 


Western Construction Trends 


(For analysis of construction trends nationwide, see page 20) 


RESIDENTIAL CONTRACTS 


AS REPORTED in last month’s is- 
sue, construction contracts in the 11 
Western States easily reached an all- 
time high last year. The final figure 
for total contract valuation was 
$8,541,751,000, up 10 per cent from 
1960. This compares with only a two 
per cent increase for the 48 states as 
a whole. 

All three major sectors of construc- 
tion contributed to the 1961 advance 
in the West, and here is a quick run- 
down on how some of the individual 
categories fared: 


RESIDENTIAL BUILDINGS: In 
the West, as well as the nation, apart- 
ment building stole the show in this 
sector. Apartment contracts, at $853 
million, rose an impressive 37 per 
cent over 1960 and apartment units 
were up 34 per cent. Much of last 
year’s heady rise in multi-family 
housing was concentrated in South- 


$ (BILLIONS) 


WESTERN 
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ern California, but for the 11 states 
together, new apartment units ac- 
counted for a startling 33 per cent of 
all new dwelling units—considerably 
above their national share of 25 per 
cent. One- and two-family housing 
finished the year with a four per cent 
gain in contract valuation to the 
$3.0 billion level. However, the num- 
ber of new one- and two-family units 
dropped slightly below last year. 
Total residential building contracts 
amounted to $4,071,940,000, up 11 
per cent. 


NONRESIDENTIAL BUILDING: 
Unlike the national pattern, there 
was considerable strength through- 
out this sector in the West. The larg- 
est nonresidential building category 
—commercial building—rose nine 
per cent in contract valuation. Manu- 
facturing building contracts were up 
two per cent (compared to a 14 per 


1961 
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Total contracts include residential, nonresidential, heavy engineering contracts 
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F. W. DODGE CORPORATION 


cent decline for the country as a 
whole); schools rose 11 per cent; 
public buildings were up 27 per cent; 
and churches up eight per cent. Only 
contracts for hospital buildings and 
recreational buildings declined, by 
six and 18 per cent respectively. To- 
tal Western nonresidential building 
contracts were valued at $2,874,093,- 
000, an increase of seven per cent 
from 1960. 


HEAVY ENGINEERING: Modest 
gains in highway contracts and 
sewer systems and large increases in 
contracts for water supply systems 
and other utility construction moved 
total heavy engineering construction 
ahead by 11 per cent in the West. 
Contracts in this part amounted to 
$2,095,718,000. 

EDWARD A. SPRAGUE, Economist 

F. W. Dodge Corporation 

A McGraw-Hill Company 


TOTAL CONTRACTS 


Е. W. DODGE CORPORATION 
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Asphalt and gravel built-up roofs may be specified 
for any climate and for any roof slope from ‘‘dead- 
level" to 3" per foot. Maximum service life may be 
expected if the Asphalt used is of the lowest possible 
Softening Point (i.e., the softest), consistent with 
roof deck slope and climate. Simply stated, this 
means that the Asphalt should be soft enough so 
that any tiny cracks which may develop through 
thermal expansion and contraction in the deck, or 


SHOULD 
HELP: 


PUZZLED? 


Architects and specification 
writers know that there are Roof- 
ing Asphalts available to fit the 


requirements of all climates and 


through building settlement, will tend to flow to- 
gether, or “heal,” during warm weather; but should 
not be so soft that it will flow down the roof during a 
hot spell. 

Selection of Asphalt Softening Point may often be 
done on the basis of local experience. Where such 
experience records are meager, the following table 
will serve as a guide for your selection and specifi- 
cation of roofing Asphalt type: 


roof deck slopes— but may be 
puzzled by the selection of proper 
type because wide local variation 
in climate is typical of the West. 


DECK HOT? 1 Not more than an occasional day with air tem- 
SLOPE CLIMATE CLIMATE perature over 95°F, 
2 Extended periods with day-time air temperatures 
QD" dead-level dead-level over 95°F, ics clear sky, base sun. P 
+ ND flat flat | | | 
1'—1w flat steep Note: Typical Softening Points are: 
157—2” flat steep — Ce ECO 
2”—2Y,” steep special steep at NS 2950606 MO KE 9 € 5», 9» €" ee d.d 
2y” —3” steep special steep steep Eau FG 92952-925822929299282992595923^ 


THE ASPHALT INSTITUTE 


810 University Avenue, Berkeley 10, California 


Gentlemen: Please send me without obligation 
more information on Asphalt roofing. 


Assure your next building of 
trouble-free, low-cost pro- 
tection by specifying the 


8 МАМЕ 
proper Asphalt roofing ma- ння 
terials. Want тоге informa- айга 
tion? Filloutand send coupon. 

ADDRESS 


—————————^——— "E 
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Western Cost Construction Indexes 
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Presented by Clyde Shute, Director of Statistical Policy, Construction News Div., F. W. Dodge Corp., from data compiled by E. H. Boeckh & Assoc. Inc. 


Labor and Materials: U.S. average 1926-1929—100 
DENVER LOS ANGELES 


APTS., HOTELS COMMERCIAL AND APTS., HOTELS | COMMERCIAL AND 
OFFICE BLDGS. FACTORY BLDGS. OFFICE BLDGS. FACTORY BLDGS. 

Brick Brick Brick Brick Brick Brick 

RESIDENTIAL and and and RESIDENTIAL and and and 


PERIOD Brick Frame Concrete Concrete Steel Brick Frame Concrete Concrete Steel 

^. — 339 | 1290 121 116.1 117.8 117.0 97.2 93.6 103.7 104.9 106.2 

| 1948 | 2178 218.1 2027 207.0 206.7 215.9 216.5 205.8 210.0 209.8 

| 149 | 2158 229 211.0 215.3 214.6 207.0 203.2 209.9 212.4 210.2 

|^. 150 | 2300 2282 | 2188 | 2213 2212 | 2241 222.8 217.4 219.0 217.5 

| 1951 | 2497 2466 — 236.5 ^ 2372 2389 | 241.0 2395 235.1 236.9 236.6 
| 1952 | 2536 2494 | 2434 | 2451 2456 | 2438 24 | 2398 «| 2426 24.5 
"^ 1953 | 2596 2540 | 2550 | 2609 2581 | 2505 2465 | 2523 | 2582 2553 
|. 1954 | 2589 252.0 259.1 ` 2662 2634 | 2510 2453 2577 2657 2618 | 
1955 266.6 2609 | 2663 | 2732 717 | 2621 2566 2780 273.9 
^. 196 | 2749 2693 | 2758 | 2823 2851 | 2726 2667 282.9 72929 2893 
~ 35 | 2813 2722 | 2854 | 2931 2964 | 2754 2679 | 2928 | 3033 3087 
| 1958 | 2822 2720 | 2881 | 2959 2988 | 2779 2866 | 3026 | 3145 3lé4 
| | 1959 | 2887 2789 | 2952 | 3029 3048 | 2887 2791 | 3149 | 3269 3276 7/ 
|^ 190 | 2922 2827 | 3013 | 3090 зоо | 2998 2877 | 3291 | 3427 3396 
|  Oa.19681 | 2958 2854 | 3119 | 3208 3142 | 3048 2885 | 3431 | 3594 3500 7 
Nov. 1961 | 2958 2854 | 31.9 | 3208 3142 | 1641 1546 | 1686 | 1723 1685 


December 1961 295.8 285.4 311.9 320.8 314.2 305.7 389.9 342.5 358.2 350.0 


96 Increase over 1939 % Increase over 1939 
December 1961 164.1 154.6 | 168.6 | 172.3 168.5 214.5 209.7 | 215.1 241.5 229.6 
SAN FRANCISCO SEATTLE 

1939 105.6 99.3 117.4 121.9 116.5 104.4 96.7 119.2 125.3 118.7 

| 1948 | 219 2166 | 2083 | 2147 211.1 216.3 211.4 211.5 216.6 2169 
| | 1949 | 2130 201 | 2140 | 2198 261 | 2142 2039 | 2207 | 2285 2253 
| 19500 | 2270 2231 | 2224 | 2245 2226 | 2241 2136 | 2271 | 2345 2303. 
| 1:91 | 2452 2404 | 2396 | 2431 243.1 245.1 23227 | 2477 | 2558 2510 
| 12 | 2502 2450 | 2456 | 2487 2496 | 2543 2398 | 2588 | 2677 2638 
|^ 153 | 2552 2572 | 2566 | 2610 2597 | 2548 2390 | 2627 | 2736 2695. 
| 1954 | 257.4 2492 | 2641 | 2725 2672 | 2533 2361 | 2666 | 2791 2740 
О 1955 | 2680 2590 | 2750 | 2844 2796 | 2606 2433 | 2737 | 287.3 2824 
|^ 196 | 2790 2700 | 2889 | 2986 2958 | 2735 2540 | 2885 | 3014 2990 
| 1957 | 2863 2744 | 3029 | 3152 3107 | 2756 2540 | 2982 | 3131 312 
^ 198 | 2898 2749 | 31.5 | 3267 3208 | 2799 2564 | 3060 | 3240 3208 
7 1959 | 2992 2844 | 3227 | 3381 3301 | 2915 265.8 | 3188 | 3369 3318 
| 1960 | 3055 2889 | 3353 | 3522 3423 | 2989 2724 | 3305 | 35812 3429 
О Ое. 1961 | 3115 2923 | 3505 | 3684 3542 | 2974 2687 | 3368 | 3597 3463 
Nov. 1961 | 3115 2923 | 3505 | 3684 3542 | 1950 1944 | 1985 | 2022 2040 
| December 1961 | 3108 2914 | 3504 | 3682 3540 | 2974 2687 | 3368 | 359.7 3463. 
© Increase ovr 999 | — — — % Increase over 1939 

December 1961 194.3 193.4 | 198.5 | | 182.5 | 187.1 191.7 


Cost comparisons, as percentage Then: costs in A are approximately Cost comparisons cannot be made be- 


differences, for any particular type of 16 per cent higher than in B. tween different types of construction 
construction, are possible between because the index numbers for each 
localities, or periods of time within 110—95 — 0.158 type relate to a different U. S. aver- 
the same city, by dividing the dif- 95 5 age for 1926-29. 
ference between the two index num- Material prices and wage rates 
bers by one of them; i.e.: Conversely: costs in B are approxi- used in the current indexes make no 
index for city A — 110 mately 14 per cent lower than in A. allowance for payments in excess of 
index for city B — 95 published list prices, thus indexes 
(both indexes must be for the same 110—95 — 0.136 reflect minimum costs and not neces- 
type of construction). 110 i sarily actual costs. 
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ine past апа the 
future coordinated 
with 


Mle Sai 


Natural granite aggregates, taken from the 
same quarry as the stone for the original 
State Capitol, take on the new modern form 
of Mo-Sai precast concrete curtain walls. 
The contemporary lightweight units on the 
new Utah State Office Building allow for the 
expression of new ideas and yet maintain 
the timelessness demanded to harmonize 
with the State Capitol constructed in 1916. 


Architects: Scott & Beecher, Salt Lake City, Utah 
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MO-SAI WESTERN REGIONAL MEMBERS 


OTTO BUEHNER & COMPANY 
640 Wilmington Avenue, Salt Lake City, Utah 
WAILES PRECAST CONCRETE CORPORATION 
11240 Peoria Street, Sun Valley, California 
OLYMPIAN STONE COMPANY 
1415 N. W. Ballard Way, Seattle 7, Wash. 
P. GRASSI-AMERICAN TERRAZZO COMPANY 
111 South Maple Avenue South San Francisco, California 
36 Wood Street San Francisco 18, California 


Estimator’s Guide: DENVER and the MOUNTAIN STATES 


The Estimator’s Guide alternates monthly among four 
Western areas. The prices below are compiled from aver- 
age quotations received by LeRoy Construction Services 
for commercial work of approximately $100,000-$250,000 


EXCAVATION 

MACHINE WORK IN COMMON GROUND 

Large basement ................... CY .80- 1.10 
Small iplis scsws wes we terme sews wees i CY 1.35- 1.85 
Trenches: кзз кже cess we seams ае ызы d СҮ 1.55- 2.35 
HAND WORK IN COMMON GROUND 

Large pits & trenches ............... CY 6.00-10.00 
Small pits & trimming .............. CY 8.00-12.00 


Hard clay or shale, 2 times above rates 


SEWER PIPE MATERIALS 


VITRIFIED 

STANCE A" aioisssnecre ire эж om eie жк sar oig LF .30 
Standard O oislsciseessesmsme tem эзше» LF .41 
Standatd B asassmswsi nenerws we ia ss RR LF .59 
Standard 12^ jscawsaieesaiwsmenerarwiwss LF 1.11 
Standard 24 соати ставав нараа ын LF 4.78 
CLAY DRAIN PIPE 

Standakd OF ААН ИНИНИ ИИИНИН ИИИНИН НИКИ LF .34 
Sidüdüid GP ararsan Sota оаа iE EIE LF .45 
CONCRETE & AGGREGATES 

GRAVEL, all sizes .................... TON 3.75 
TOP SAND ызына ves шта eer Esmee SG TON 4.00 
CONCRETE MIX .............. (WEE i E TON 4.10 
CRUSHED ROCK 

Tu tdg ОД". рагатага ans mars wis i TON 4.00 
A” 4o TUAM ss isuimisas "ГГ eA RSS as TON 4.00 
ROOFING GRAVEL .................... TON 4.10 
SAND (FT & 2) „.»;»»+®» азиз жя жа кж sins TON 5.00 
CEMENT 


Common, all brands (paper sacks) 


Small quantities ............... Per Sack 1.40 
Large quantities ................ Per BII 4.45 
Atlas White ...................... Per Sack 3.70 
Concrete Mix 
6 sacks in 5-yd loads ..... eer ..Per Yd 15.50 
CURING COMPOUND 
Clear, 5-gal drums ................ Per Gal 1.45 
STEEL MATERIALS 
SHEETS 
obijt M еее тезш ааа зи кау жуэ ыык LB .12 
Cold Rolled ...,......................... LB .13 
Galvanized se sess stead asas are ade are aves LB .135 
PLATE „оеган аана meres LB .12 
STRIPS .slsriocanimtumi i Dim viene э шалы «are LB .14 
STRUCTURAL SHAPES ................... LB .12 
BARS 
Hot Rolled "--————— LB .12 
Cold Finished ........................... LB .13 
Reinforcing ............. leues —— P LB .105 


6 x 6" #10 x #10 à 
OKO" OK EO MEME SF .07 
2000# FOB warehouse 


STRUCTURAL STEEL 


$350.00 and up per ton erected when out of mill 
$370.00 and up per ton erected when out of stock 


BRICK & TILE 


All Prices—FOB Plant 
COMMON BRICK 


Common 21/2 x 334 х BVA" ............... M 35.00 
Select 21/2 х334х84“.................. M 45.00 
FACE BRICK 

SIRO Gasset SSRI ааа M 50.00- 60.00 
RSA aa cce cma кы ез AUR M 74.00- 80.00 
Norman „оо mr hx M 95.00-100.00 
HOLLOW TILE 

T2 ТӘ Xd GMAT GSS eta M 160.00 
ПОТА М" уытгы Ырайы a Sok M 176.00 
ER 12 RO тозе кж ры UNIS CHRIS M 240.00 
MANTEL FIRE BRICK 

2Vo x 9Vo x AVo" Coie ccc enn M 145.00 
GLAZED STRUCTURAL UNITS 

2 x 6x 12" Furing ¢ sc ow said ow sve ace cmos SF .60 
4x 6 x 12" 1 side ......... ЧҮ ГГ ГГ SF .91 
63x65 I2" T SIG) ccc sas sce wa west mimzlz SF 1.32 
4x6312"2 БЕЗ... таваа SF 1.00 
Add for color gis sie cic csc acs st seams ses mene ses ‚25 
CONCRETE BLOCKS 
РРР РИТИ ЕА .18 
63x Bx 16" ..ciiicss is SO SS RAE ESL a EA .24 
B.S STG” у se sm vars eve os Satu EA .28 
D256 ВЕ ПО анына желш юк шатан ышын ЕА .39 
Add for 616? a scum wem eh жаз ш» ааа ЕА .02 
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AGGREGATE 

Idealite as: аскеза аагар юва СҮ 6.50 
Clalite dessus messes eam renee eens CY 5.75 
MODULAR FLUE LINER 

ВВГ PTT LF .50 
Ср Lr LF .70 
127 x OF сао asa GR BE UR ABL EG LF .95 
T2" xw TOV iuincimikkixa Ge Sess ea Tes RSS LF 1.30 
l6" x: TO” sotand LF 1.55 
207 9020! 5 nao tus eee ca ри 1 жале ES LF 2.15 
BI xi QAP кзы кыйа SUSE SWE P re Ere LF 4.50 


BRICKWORK & MASONRY 
COMMON BRICKWORK, reinforced 


B WES «nx зай ciue ascia i узана лаана она рй SF 2.70 
12 SEIS iussu cines doxes iar bates AE ана ала SF 3.85 
SELECT COMMON, reinforced 

8^" walls sicsimiuikasiicmdse we EA wx iura SF 2.80 
12” walls ТҮҮ Л ТГ ГГ СГ" SF 4.00 
CONCRETE BLOCK, reinforced 

7 walls. ез» yi Gus Sera агу iex v v SF .95 
a^ WAIS wi rds анана ins vti ener SF 1.05 
12^ AME 12:53 au im cic o oe uu auc co arê e г-9Е 1.25 
BRICK VENEER 

4" Select Common ....................... SF 1.55 
4" ROMON г зааг Hei ou eR ea ваа SF 1.70 
4" Noman assets eee ier FE tS ies SF 1.50 


BUILDING PAPERS & FELTS 
BUILDING PAPER 


1 ply per 100027 roll „каз къа аааз ees 4,20 
2 ply per 1,000:ft roll 4... os ena e жа sees 6.40 
3 ply per 1,000- roll aia se ec esee reo owe 8.75 
Sisalkraft, reinforced, 500-ft roll ............. 9.50 
SHEATHING PAPERS 
Asphalt sheathing, 15-Ib roll ................. 3.35 
ЗОЧЬ roll гг euim Ri m анаа аана 3.80 
Dampcourse, 216-ft roll ..................... 3.30 


FELT PAPERS 
Deadening felt, 


Mlb, ОЕ КӘ sca жее жеме канале ки» — 1.95 
1-Ib; 50-fi- zoll! siras ааа „зе кше шш аана ааа заа ез» 2.45 
Asphalt roofing felt, 

TEI 800! SF isa ws wars aww sas ary ii aid Sie ше cum ааш 2.10 
30b 216 SP уштай мева ае 2.45 


ROOFING PAPERS 
Standard grade, smooth surface 
108-ft roll, 


Light; UM aaa sem causa sese ee eo E o аа ара 2.20 
Medium, 55-1Ь_............................. 2.50 
Heavy, 65-]bi asa же sana yas scd ie het wae 2.90 
Mineral Surfaced ........ ЖӨЕ RUBE RE DAR sun эли ovens 3.50 
LUMBER 

DOUGLAS FIR 

Construction ...... ...2х4-2х10 MBM 115.00-120.00 
Standard ............ 2x4-2x10 MBM 110.00-115.00 
Utility .........uu. ..2x4-2x10 MBM 90.00- 95.00 
Economy ............ 2x4-2x10 MBM 75.00- 80.00 
Clear, air dried .............. MBM 200.00 
Clear, kiln dried ............. MBM 230.00 
REDWOOD 

Foundation grade 5.5... rms MBM 160.00 
Construction Heart .................. MBM 175.00 
X Graádé .... es a cer eem oe a MBM 290.00 
Glenn GSE „а: wit sea cioe cuna cona a ire жий tend MBM 320.00 
PLYWOOD (DOUGLAS FIR) 

VAN AB: FLSA TARAS ês MSF 120.00 
VA" AD osscescams ows mena акай ыз жез ê MSF 110.00 
V4" Ext. waterproof .................. MSF 120.00 
Se" AB ices ъё эле эч йлы Au Pu ieee кй ES MSF 145.00 
Se ЧАШ m ———- MSF 135.00 
ЧУВ СЕ sx. a scans aid ыш а жий жыш сазе жасайык вда t MSF 95.00 
To AB occ ак ийй 5508 эй аала з йы шга сый ала MSF 190.00 
Yo" AD ЖҮГҮ xa oie Г Г ГК СТГ" MSF 180.00 
UA ICD азастан аа MSF 125.00 
WI RT LIT TT T I MSF 220.00 
DB AR асаа тыам cute ene emo салага наана MSF 200.00 
SB (GD KES sidus е mace ee sae e some es MSF 145.00 
SA" AB wieisgikitbeamibdsukG н жш азы MSF 245.00 
ЗД AD uiesessetne sdussus Vs va vr d ee MSF 225.00 
ЗИ CD rives as Stes Re SRE ГГ Г” MSF 170.00 
Эң. gn C cease sre suse SEES MSF 230.00 
SHINGLES 

Cedar BY sac aims saues e Square 16.50-19.00 
Cedar #2 i.i eae cs oes wen Square 14.50-17.00 
SHAKES 

Cedar 

Vo" to 34" butt ...... ccc eee ees Square 18.50-21.00 
34" to 114" butt .............. Square 21.00-23.00 


WESTERN SECTION 


total value. Except as otherwise noted, prices are for work 
installed including all labor, material, taxes, overhead and 
subcontractors’ profit. Material prices include local deliv- 
ery except as noted, but no state or local taxes. 


Redwood 
34" to. 104^ butt „осока Square 22.00-25.00 


INSULATION & WALL BOARD 


FOB Warehouse Per M SF 
FIBRE GLASS INSULATION foil backed 


TUS BIE oases aaa aaa nh ааа жашамыш 44,00 

Qe” iick кзз зше эсти ашы ыз Ges Ba эши 48.00 

556” full thick: «вс ева наан RE ERR 58.00 
‚ SOFTBOARDS—wood fiber 

ЗЕ THICK: ТҮЛҮГҮ ГГ Г ГГ 60.00 

АЖЫЛ ЖОГ Г Г ОС 72.00 


ALUMINUM INSULATION 
35# Kraft paper with alum foil 


1 Sida OH. ses ss ыраш жануын iced: Ran eaa do 24.00 
2 Sides езана исар Nonm ааа ow баша 30.00 
GYPSUM WALLBOARD 
Wa 4Hicle sus sais een suras tue Pa ix P CAEN 57.00 
Ver Shick: аааз ииине аена da cmd 64.00 
ES. (Ule oucecseoprtitvetsrteneir md sas ds as 87.00 
HARDBOARDS—Wood fiber 
Ve" thick, sheathing o saa oa occorre ee weve 80.00 
3/16" thick, sheathing ..................... 90.00 
TA! thick, sheathing: 22222: mom etim sac 100.00 
Va" thick, tempered ........................ 98.00 
3/16" thick, tempered .................... 140.00 
V4" thick, tempered .................. .. . 155.00 
CEMENT ASBESTOS BOARD 
Var. Hat SHORES esia е ama eie i| er 138.00 
3/16" flat SHEBES: Sas as aaa ave annie wae mmt 187.00 
WAP” RUE SHEEN xasse minas aa aos ane aes 245.00 
ROUGH CARPENTRY 
FRAMING 
Floors) ssssauwimasw nien RA DRE awsome en BM .25-.30 
Walls is wrkx RE EXER GER ыз кеюн BM .30-.35 
СӨИ эшэке ESR rd SA pa sm Бе BM .26-.32 
ROE Ж ҮЛҮК ГҮ ГГ К ГС Г BM .27-.32 
Furring & blocking .......... eee BM .32-.52 
Bolted framing, Add 5096 
SHEATHING 
TAS” stfralglF гаас xm aim BM .24-.29 
1x 8” diagonal ҮҮЛҮЛ cies we RR Rn BM .27-.32 
S/16" plyscord i-is es esics amie cvs SF .17-.21 
56'5 plywood, СС «езы аеннан SF .26-.31 
SIDING 
TRB! ЕМЕ „лона азан кинәш tre inis BM .40-.48 
IET ubco lpq————————M BM .45-.52 
DAMPPROOFING & WATERPROOFING 
MEMBRANE 
1 layer SOF felt oes aun, ces em comme SQ 9.50 
4 layers dampcourse ................... SQ 14.50 
Hot Coat WAS ‚эш. эана овса ud SQ 8.50 
Konset added to concrete ........... Per Gal 2.45 
Anti-Hydro added to concrete ....... Per Gal 2.45 
ROOFING 
STANDARD TAR & GRAVEL Per Square 
BONY GSE SEAS RENE ESSENSE aê 14.00-18.00 
OPIY eater aia RSE TM 17.00-20.00 
White gravel finish, add ............ 2.00- 4.00 
Asphalt Compo. shingles ............ 16.00-20.00 
Cedar shingles ...................... 22.00-26.00 
Cedar shakes scsws scans meum mx ym 28.00-32.00 
Redwood shakes ..................... 29.00-35.00 
Clay tiles: «pessimo 40.00-50.00 
SHEET METAL 
ROOF FLASHINGS 
18 ga galv steel .................. SF .65-1.05 
22 gg Galv sies] Catia s s nk nn SF .55- .95 
26 ga galv steel .................. SF .45- .85 
I8 gae aluminum sas case эе жаса жайка SF 1.05-1.55 
22 ga aluminum ............... же кш» SF .85-1.35 
26 ga aluminum ................. sse SF .65-1.15 
16 oz CODDGÉ sissies iad mea SF 1.50-2.00 
20 o£ CODDOT rss SF 1.70-2.20 
24 бл бОБНӨГ „лесиз антта SF 1.90-2.40 
4" O.G. GUTTER 
26 ga galv &ї@вё!..............„..-.- LF .90-1.30 
Mitres & Drops ..................... ЕА 2.00-4.00 
CHIMNEYS, PATENT 
Gee er re Teer TORRES LF 1.45 
817 Gas wh УГ Г Г ГГ ГГ” LF 2.05 
IO aodion paini GES айат Gib s HO ee eX LF 2.85 
lU Sse санатай sare Suas die sero ыр s SD SE AD LF 3.45 


Rates for 10-50 LF 


MILLWORK 

All Prices FOB Mill 
D.F., clear, air dried S4S ...... MBM 240.00-265.00 
D.F., kiln dried S4S ........... MBM 250.00-300.00 
DOOR FRAMES & TRIM 
Residential entrance .................. 18.00 & up 
Interior room entrance ................ 8.00 & up 
DOORS 
1398" hollow core q«xexvicesreuexscses 8.00 & up 
194" solid. COP «case seen een ERES 19.00 & up 
138" Birch hollow core ............... 10.00 & up 
134" Birch solid core ................. 22.00 & up 
WOOD SASH 
D/H in pairs (Z lis) sca: suus ssa SF .55 
Casement (T |) ei. RR gots ass SF .65 


WOOD CABINETS 

34" D.F. plywood with 1⁄4” plywood backs 

Wall HUNE „зе sess saves эжи os vem ва LF 12.00-18.00 
30r saate n rE E LF 14.00-20.00 
Birch or Maple—Add 25% 

EXTERIOR TRIM 


Fascia: & molds «sivo ss ese Rer BM .47 

ENTRANCE DOORS & FRAMES _ 

Shri P" 60.00 & up 

DGUbl8 xis sox sms as esse рек жир PEDIR 100.00 & up 

INTERIOR DOORS & FRAMES 

IAI ose ness ea 35.00 & up 

Pocket sliding) эзш»... н». ж.ж» ез 45.00 & up 

Closet sliding (Pri) «2... 50.00 & up 

WINDOWS 

D/H: sash & frames ssecessmserie vus SF 2.00 & up 

Casement sash & frames ............ SF 2.25 & up 

SHELVING 

Ion TA SAS cc ois, сое чеш аы areca ar жатые BM .40-.60 

94" plywood ie sic sos eas saasom emiemi SF .45-.65 

STAIRS 

Oak Steps, DF risers а.а... 
Under 35" Wide cssuccanemacenesansas Riser 14.00 
Under 60" Wide оао sees Riser 19.00 


Newel posts and rail extra 

WOOD CASES & CABINETS 

БУР, wall hing са seesaw voie а LF 18.00-24.00 
DF. counters ааа es ses ses aa LF 21.00-30.00 


HARDWOOD FLOORING MATERIALS 
OAK 5/16” x 2” strip 


Cai" aeui imus nce spe каа ad ewm yate aie M 245.00 
Self oes tbe oct sace t e m AE ЖОКЛЕ M 233.00 
#1 Common ............ ж.ж. «зага nnn M 220.00 
Oak 5/16" RANDOM PLANK 

Selacf A Венаг „еа нышта ша siento me M 292.00 
SET CONO, гз ааа uio pU wie IRR WEE Sasan M 228.00 
OAK 25/32" x 214" T&G 

Tel CORIO oa es ne wan pe шажжажажыназа M 230.00 
MAPLE 25/32" x 214" T&G 

#1 Grade ........... esas eere s M 355.00 
32 Grade мез». ежени». жаза be жака М 280.00 
ЖЗ Grade „слез ажын азов one аа ошай жы М 245.00 
NAILS: 1” floor brads .............. Keg 18.00 
HARDWOOD FLOORS 

SELECT OAK 

Filled, sanded, stained and varnished 

B/16 x 2VA'" sip „аага ое онен SF .48-.55 
5/16" random plant 14.5. sss eremo rre SF .53-.58 
25/892" x ZU TRIS! ааа SF .85-.95 


Maple, 2nd grade & better 
Filled, sanded, stained & varnished 
25/3276 x 20101 TE „оета rs SF .87-.97 


Wax finish—Add ...................... SF .10 
RESILIENT FLOORING MATERIALS 
Linoleum, standard gage ............ SY 2.75-2.95 
Linoleum, battleship ................. SY 3.10-3.30 
Ve" Asphalt Tile, dark ............... SF .10- .12 
Ve” Asphalt Tile, light ............... SF .14- .18 
Ye” Rubber Tile „езана ааа SF .44- .50 
(080. Vinyl TUS „аон SF .67- .70 
‚080 Vinyl Asbestos Tile .............. SF .22- .30 
Ve" Vinyl Asbestos Tile .............. SF .32- .39 
4" Base, black „2...2... LF .12- .13 
4" Base, colored .................... LF .22- .28 
Rubber Treads ...................... LF 1.60-2.30 
Linoleum Paste .................... Gal .75- .90 
Above rates based on quantities of 1,000-5,000 SF 
per job. 
FLOORS 
Ve" Asphalt Tile, dark colors ........ SF .25- .30 
1” Asphalt Tile, light colors ......... SF .30- .35 
Ve" Rubber Tile 14... eser reme SF .60- 70 
.080 Vinly Asbestos Tile .............. SF .40- .45 
;080 Vinyl Tile «csse se swe oe mmm SF .85- .95 
Linoleum, standard gage ............. SY 3.75-4.25 
Linoleum, battleship ................. SY 5.25-575 
4" Rubber Base, black ............... LF .35- .45 
Rubber Stair Treads ................. LF 2.25-2.75 


ESTERN SECTION 


Estimator’s Guide: DENVER and the MOUNTAIN STATES 


Above rates based on quantities of 1,000 to 5,000 
S.F. per job. 


LATH & PLASTER MATERIALS 


METAL LATH 

Diamond 3.4# Copper-bearing ............. SY .57 
Ribbed 3.4 Copper-bearing ............... SY .62 
ROCK LATH 

35 ШЕШ еа ce are xe orale иаа are iR Pads а SY .36 
METAL 

34" standard channel ................... LF .047 
12" standard channel .................. LF .065 
BUA" ‘steel studs 5. ncs oes буша mese LF 1.12 
4" steel stods sairip c oaa Ws BOT x 3S LF 1.22 
Stud shoes агава наша ака esie EA .03 
PLASTER 

Browning, Hardwall ................... Sack 1.35 
Finish, Hardweall Ееее stes E v sae Sack 1.35 
SIUQED sj sigs Si Spe ows he ГГ КГ ГСКЕ Sack 2.50 


LATH & PLASTER WORK 
CHANNEL FURRING 


Suspended ceilings .................. SY 2.70-3.00 
Walls | vci sceau chm I Rx ra Rie SY 2.80-3.10 
METAL STUD PARTITIONS 
SUA" studs: issrrsea3c um Vx RO тааш SY 3.00-3.30 
A" Suds левее n ev EV ваа SY 3.15-3.45 
Over 10’ high, Add .................. SY .25- .35 
3.4: METAL LATH & PLASTER 
Gel S озек RES Ea жал SY 3.95-4.45 
Walls «dope drcum adi nip aerate Жаша жаа жшн SY 4.10-4.60 
Keene's cement finish, Add ........... SY .45- .65 
ROCK LATH & PLASTER 
GOINGS OSBORNE KES SY 2.95-3.45 
WEIS —— SY 3.05-3.55 
WIRE MESH & 7s" STUCCO 
Malls (saos au es ex tea qma m a инн SY 4.20-4.80 
STUCCO ON CONCRETE 
Walle эзш жа 6e mmre tos S rain SY 3.05-3.40 
Metal accessories .................... LF .25- .55 
TILE MATERIALS 

FOB Warehouse 
CERAMIC TILE 
АЛД 36 AVA” атй. ouesceeaeurerx spams SF .72 
4V4" x AV4" hard glazed ................. SF .74 
Random. ündgldred „=. э» жазы» Deas ар жез жс SF .72 
E 2 бб cases wae A ave ITI EA .19 
G~ COVES Бие arses eis wee mode dede i EA .31 
V4"-round bead ............ eee eene LF .10 
QUARRY TILE 
6 x6 x WF tad! cscs esses wcaeiws eame we cee SF .51 
GX OK" red „агенаса se sme wes wa нш» SF .53 
9x 9x: SAM ted! oeiucen cec are im ane EE ETE SF .65 
6 x: 6: COVE! base iaces ee эле,же mmu ai EA .23 
TILE & TERRAZZO WORK 
CERAMIC TILE, stock colors 
Flogie шуен тж ы ын iA ue rie lema SF 1.85-2.25 
Walls) sive un rx sani zu pe seis ars eee epa Rd SF 1.90-2.40 
CONG Баѕе ive cs iy Pais фа бай Ps LF 1.00-1.25 
QUARRY TILE 
Өе жб 3c Vo HOGS visas mtus E Yee SF 1.70-2.10 
OD k O” ЖЭЙ? FLOORS: uosavve dus mex SF 1.85-2.25 
TERRAZZO 
Terrazzo FOOSE: eem emm meia SF 2.15-2.65 
Cond. Terrazzo floors ............... SF 2.30-2.80 
Precast treads & risers ............... LF 3.60-4.60 
Precast landing slabs ................ SF 3.00-4.10 
WINDOWS 
STEEL SASH 
Under 10 SF sckenccsteseaacwsssewe а SF 2.55 & up 
Under 15 SF осанка SF 2.10 & up 
Wider 20 SF i.e es E tas SF 1.55 & up 
Under 90 SE „ааа SF 1.05 & up 
ALUMINUM SASH 
Under 10 SF ..vvesvss i e EE OST SF 2.80 & up 
Under TS SE „елж cu ta yay oa re SF 2.30 & up 
Under 20 SP issu tats SF 1.85 & up 
Under 90 SF seen mmm SF 1.35 & up 
Above rates are for standard sections and stock 
sizes, FOB Warehouse 
GLASS—CUT TO SIZE 

FOB Warehouse 
SSB Clear, aver 4 SF ........ TUTTI SF „17 
DSB Clear, aver Z SF .oiie aom mm SF .28 
Crystal, aver 16 SF .................... SF .35 
V4” Polished Plate, aver 50 SF .......... SF .90 
Ye" Obscure, aver 7 SF i......- nre roe SF .55 
Ve" Ribbed, aver 7 SF i2 ERR SF .68 
Ve" Rough, aver 7 SF .................. SF .68 
V4" Wire Plate, clear, aver 40 SF ........ SF 1.90 
1⁄4” Wire Plate, rough, aver 40 SF .......... SF .90 
Va” Heat Absorbing, aver 7 SF ............ SF .90 
14” Tempered Plate, aver 40 SF .......... SF 3.60 
V2" Tempered Plate, aver 40 SF .......... SF 6.40 


GLASS BLOCKS 


E кайер ЛУ a SS A Gun d i Delta dest EA 1.15 
12 ТУУУ УУ i agere om esie xen EA 3.10 
GLASS & GLAZING 
SSB. Clear загана isa en SF .60 
DSB ‘Cleat’ ¢ use sacan xe ach s SF .75 
Grysiál. «aeos cu ku uds Yd ese eX Tis SF .90 
IA PIOS garoi SEES RODS заг ms am корат SF 1.95 
Ve" EN oF TE E: OR O EEE аа а анала ана SF 75 
Va" Heat Absorbing ..................... SF 1.35 
V4" Tempered Plate ..................... SF 4.50 
V2" Tempered Plate ..................... SF 8.00 
V4" Wire Plate, clear .................... SF 2.80 
T4" Wire Plate, rough .................... SF 1.40 
PAINT MATERIALS 
All prices FOB Warehouse 
Thinners 5-100 gal. ..................... Gal .63 
Turpentine 5-100 gal. ................... Gal 1.59 
Linseed Oil, raw ....................... Gal 2.36 
Linseed Oil, boiled ..................... Gal 2.43 
Primer-sealer ............... lees Gal 3.12 
Enamel Undercoaters ................... Gal 5.54 
ENGNG!) isesseouezedgueqdeeanm ныр йа me sins Gal 5.58 
White Lead in Oil ...................... IB .36 
Red Lead in Oll „аааз LB  .36 
Eihieradge: «uua апааа a жаа жаган LB „32 
PAINTING 
EXTERIOR 
Stucco wash, 1 coat ..................... SY .40 
2 CORSE oneness qd ums SY .64 
Lead & Oil, 2 coats ..................... SY .96 
d £OdÍS ecemurma ue ваз» SY 1.35 
INTERIOR 
Ргіптег-56а ег m SY  .42 
Wall paint, T соба ....... „загана SY  .54 
2E... ea OE reins auelavers а SY  .98 
Enamel). T ORF scene masc eae eus SY  .62 
2 СОЯЇ5 vasa scis ess жата ey SY 1.14 
DGGrs: Ж Т ср Г К aie boc ЕА 13.00 
SESH & HAM? кз» же wears йыз какы Rr rade EA 15.00 
Base & molds .................. Lees. LIF „158 
Old work, Add 15-3096 
PLUMBING 
LAVGLOFIES, soins —— EA 150.00-200.00 
KONO sesa енен om кшш ыра лгы ЕА 200.00-300.00 
Bath TUBE: „еседа sea эле шна л ЕА 250.00-350.00 
ОГРАНИ ЕА 125.00-175.00 
Sinks: ааа асаа Rees ЕА 150.00-200.00 
Laundry Trays 1. am emn EA 100.00-150.00 
Water Heaters ....,............ EA 100.00-300.00 


Prices based on average residential and 
commercial work. Special fixtures and 
excessive piping not included. 


HEATING 


Furnaces—Gas-Fired, Average Job 
FLOOR FURNACE 


23,000 ВТО: avesta vereris 100.00-130.00 
Sa ООВ: ——— RÀ 110.00-140.00 
25:000 ЕШШ аена а y cause 120.00-155.00 
Automatic Control, add ............. 30.00- 40.00 
DUAL WALL FURNACE 
25:000 BTU „аон анада 115.00-135.00 
35,000 BTU «i.i nas rime 130.00-150.00 
50,000 BTU «sos mr Rem rv 155.00-185.00 
Automatic Control, add ............. 30.00- 40.00 
GRAVITY FURNACE 
75,000 BTU sees or, eae ans daw ae йа ex 385.00-455.00 
85:000 BTU cx. cise essen erre ewm ava gene 435.00-535.00 
95:000 BTU „еее nt let te a 485.00-610.00 
Forced Air Furnace, add ............. 80.00-135.00 
Automatic Control, add ............. 20.00- 30.00 
HEAT REGISTERS 
UTEP sere sic эшеже» эзше mes A эрй аа Жк 10.00-20.00 
ELECTRIC WORK 

Per Outlet 
Knob & ТОБЕ ыз.» ье rm ә еа EA 10.00 
AImOF за зеза за ый EG ага BE SAA ewes EA 17.00 
CONAIS „жж sia. pe a stove йаа diis I EST EA 21.00 
wie asad besi sess M EA 26.00 
220-7 GIOIE оласе SESS E Ns a Mei EA 98.00 


ELEVATORS & ESCALATORS 


Prices vary according to capacity, speed 
and type. 
Consult elevator companies. 
Slow speed apartment house elevator 
including doors and trim about $4,000 
per floor. 
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CONSTRUCTION COST CONTROL 


All construction is a result of the combined efforts of a build- 
ing owner or client, an architect (or engineer) and a contrac- 
tor. Each of these is aided by specialists. 


The client is advised by an attorney, a realtor and possibly 
by a market analyst. 


The architect is assisted by consulting engineers for struc- 
tural, mechanical and electrical work as well as by landscape 
architects and interior decorators. 


The contractor sub-contracts most of the work to specialists 
in the various trades. 


The contractor and each of his sub-contractors employ es- 
timators because they are required to contract to perform their 
work at fixed lump sum prices. During the planning stage 
however the client expects his architect to know what these 
prices are likely to be and often demands that the architect 
shall design to meet a budget. Yet frequently neither the client 
nor the architect employ an estimator or a consultant on con- 
struction costs. 


An independent professional QUANTITY SURVEYOR is a 
specialist in construction cost estimating and can provide the 
following services to a client or architect: 


. Initial comparative costs of alternate schemes. 

. Preliminary or budget estimates of adopted scheme. 
. Advice on alternate materials and methods. 

. Quantity surveys for F.H.A. loan insurance. 


. Final cost estimates. 


ao U fk WO N~- 


. Check on final drawings and specifications to decrease pos- 
sibility of addenda or change orders. 


7. Negotiation of target contracts. 


8. Bills of quantities on which bids for lump sum, firm price 
contracts can be based. 


9. Measurement and valuation of change orders. 


Reliable estimates before bidding, negotiation or before 
making any financial arrangements will save clients and archi- 
tects time and money. 


LeROY CONSTRUCTION SERVICES 


Quantity Surveyors and Estimators 


768 Brannan Street, San Francisco 3 * UN 1-2483 
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Professional News 
А.1.А. Chapter Awards 


Monterey Bay: William V. Shaw, 
president; John A. Taras, vice-presi- 
dent; George Kuska, secretary; Ed- 
ward H. Duerr, treasurer. 


East Bay: Mitchell Van Bourg, presi- 
dent; Roger Y. Lee, vice-president; 
Rollo S. Wheeler, secretary; Charles 
N. Dougherty, treasurer. 


Coast Valleys: David F. Potter, presi- 
dent; Peter С. Wuss, vice-president; 
John C. Worsley, secretary; Wilfred 
E. Blessing, treasurer; Morgan Sted- 
man and Allan M. Walter, directors. 


Central Valley: Whitson W. Coa, 
president; Ken Kaestner, vice-presi- 
dent; Tod Hart, secretary; Silvio 
Barovetto, treasurer; Dean Unger, 
Robert Oliver and Richard A. Pat- 
rick, directors. 


Central Arizona: Lester H. Laraway, 
president; Charles Hickman, presi- 
dent-elect and vice-president; John 
Schotanus, secretary; Henry M. Ar- 
nold, treasurer; Francis W. Bricker, 
Kemper Goodwin, and Max Kaufman, 
directors. 


Southern Arizona: Robert J. Am- 
brose, president; Bernard J. Fried- 
man and Sydney W. Little, vice-presi- 
dents; James Wares, secretary; Wil- 
liam Goldblatt, treasurer; Nick Sa- 
kellar, Frederick M. Edson, Arthur 
Darton, Carl LeMar John, and David 
Swanson, directors. 


Hawaii: Gordon W. Bradley, presi- 
dent; George V. Whisenand, vice- 
president; Paul D. Jones, secretary; 
Gordon Potter, treasurer; Clifford F. 
Young, Vladimir Ossipoff and Edwin 
L. Bauer, directors. 


Firm Changes 


Page-Werner & Associates, archi- 
tects, is the new name of the former 
firm of Page & Werner. Offices are at 
Thisted Center, Great Falls, Mont. 


Howard L. Cook and George J. Wim- 
berly of the firm of Wimberly & Cook, 
architects, of Honolulu, have dis- 
solved their firm. Howard L. Cook has 
established his own office. George 
Wimberly will continue his present 
practice with offices at 315 Royal 
Hawaiian Ave., Honolulu. 

more news on page 32-21 


WESTERN SECTION 


ARCHITECTS AND DESIGNERS 


ARE USING 
TEX-TUBE 
MECHANICAL 
TUBING 
AND PIPE 


HERE’S WHY: Light weight saves freight and other costs. Gives 
higher strength per pound than other structural shapes. Easy to bend, 
weld, punch or drill. Easy to join with other steel parts or attach to 
other materials. Provides enclosed area to conceal moving parts or 
wires. Surfaces are easy to maintain. 

TEX-TUBE MECHANICAL TUBING AND PIPE have applications in 
hundreds of uses—building columns, railings, beams, window frames, 
sashes, ornamental duct work, scaffolds, fire escapes, catwalks, grills, 
machinery frames and bases, furniture, fixtures, appliances, trailers, 
tail pipes, fencing, sign supports, storage racks. 


TEX-TUBE TYPES & SIZES Ask about sizes and special 


Round Mechanical shapes not shown here. Check 
1” OD to 5” OD 

with your nearest Tex-Tube 
Round Structural representative or write— 


1” OD to 6%” OD 


Squares 
Ù OD to 4^ OD TEX-TUBE, INC 
y L| 


Rectangl . 

Е 591915 РР" 1503 North Post Oak Road 
(6 sizes) OV 6-4351 Houston, Texas 

Elliptica 


| 
4” Nom. (3227 x 536") 
6" Nom. (4%" x 8") 


WESTERN SECTION 


Professional News 


continued. from page 32-16 


The partnership of Bomberger & 
Abst, architects, has been dissolved. 
John W. Bomberger is continuing his 
practice at 1505-10th Street, Mo- 
desto, Calif., and Ray C. Abst at 1022 
McHenry Avenue, Modesto, Calif. 


Shell & Hoyt have dissolved their 
partnership and will return to sepa- 
rate practice. Frank Lawrence Shell 
has offices now at 4725 S. W. Canter- 
bury Lane, Oswego, Ore., and Charles 
Ditter Hoyt at 515-5th Street, Os- 
wego, Ore. 


The partnership of Holzinger, Schrop- 
fer & Associates has been dissolved. 
Е. M. Holzinger has new offices at 
2301 Oxford Lane, Casper, Wyo., and 
R. W. Schropfer at 1915 Oxford Lane, 
Casper, Wyo. 


Thomas E. Moore, architect, has dis- 
solved his company, Shell Structures, 
Inc., and has returned to the practice 
of architecture with offices at 2801 
E. Colfax Avenue, Denver. 


Elections and Appointments 


Lawrence Livingston Jr., San Fran- 
cisco, has been appointed to the 
Governor's Advisory Commission on 
Housing for the State of California. 


New president of the California State 
Board of Architectural Examiners is 
Joseph L. Johnson, Los Angeles, who 
replaces Howard Friedman of San 
Francisco. Worley K. Wong, San 
Francisco, is secretary. 


James L. Stratta, structural engineer, 
San Francisco, is the 1962 president 
of the Structural Engineers Associa- 
tion of Northern California. 


Robert R. Ferens, architect and as- 
sociate professor of architect at the 
University of Oregon, is on a one- 
year leave of absence from the Uni- 
versity to serve as supervising archi- 
tect of the Volta Dam in Ghana. 


Mario J. Ciampi, San Francisco archi- 
tect, has been elected to life member- 
ship as a Fellow in the International 
Institute of Arts and Letters, Kreuz- 
lingen, Switzerland. 
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If advance cost planning is a part of your 
architectural problem, then this book and its 
supplement service “Building Costs" should be 
part of your “Kit of Tools.” Here is a service 
program that has been helping architects and builders 
develop costs of proposed projects for more than 


a quarter of a century. 


YOU CAN FIGURE / 


BUILDING COSTS _ 
Quickly and Accurately i. 


For laymen or experts, the. most 
comprehensive and quick method yet published, 


over 100,000 individual unit costs, more 
than 300 buildings with hundreds of variations, all 


easily convertible to local conditions through 
“Building Costs!” 


wt 


м oal, 


* 


BUILDING COSTS 
A comprehensive monthly supplementary service 


giving you up to the minute news and 
analysis of market conditions, plus the latest cost 


indexes for the major metropolitan areas of 
America and Canada to convert the estimating 


Manual to local cost conditions. 


" 
юэ hile by 
alle IR rice state а А 
is les, 
= 


Please send me full descriptive literature on your estimating and cost planning services. 


SEND TODAY FOR BROCHURE TO 


Е. Н. BOECKH & ASSOCIATES ` NAME 
Consulting Valuation Engineers 


1406 M Street, N. W. 
Washington 5. D. C. STREET 
ZONE |. STATE 


FIRM NAME 
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Alondra Junior High School * Architects: Killingsworth, Brady, Smith & Associates. 
General Contractor: Flowers, Shirley and R. C. Allen Construction Co. 
Tile Contractor: Continental Tile & Marble Co. 


You need uniformity! 


WESTERN SECTION 


You need it in color. And you need it in dimensions. And you get it from GMcB. 


Pronounced variations in the color of the tile you set can spoil your job's appear- 
ance. So can sixteenth-inch deviations in dimensions. You'l appreciate the uni- 
formity of both color and dimensions in Franciscan Hermosa Tile. They help you 
avoid unsatisfactory jobs. 


Colors match with unusual perfection. And you have the most extensive palette 
available from which to choose. Precision-pressing in steel dies makes ‘‘six inches" 
mean just that. No more. No less. Tru-Joint design helps assure accurate spacing 
and alignment. And over 85 years’ experience with architects’ and builders’ 
problems results in construction-conscious service. 


Send for literature showing the extraordinary variety of colors, shapes and sizes. 
Or visit a Tile* Think Center where you can see and feel the tile itself. 


Franciscan Hermosa [ile 
created by GLADDING, McBEAN & CO.* 


Los Angeles, San Francisco, Portland, Seattle, Salt Lake City and Phoenix 


*You know them — they supply you with Ceramic Veneer, Solar Screen, Glazed Brick, Roof 
Tile, Contour CV, Quarry Tile, Ceramic Mosaics... as well as Franciscan Hermosa Tile. 
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GREATEST 


GREATEST Ж 
| GREATEST Ж 


UNIT OIN 


CARRIERS AND CLOSET FITTINGS FOR 
OFF-THE-FLOOR CLOSET INSTALLATIONS 


x Ease of Installation 
3 Versatility of Application 


Savings in Materials, 
Labor and Space 


= Unitron costs no more than ordinary types yet you 
get so much more in design, performance and de- 


JOSAM PACIF co. pendability. Josam Unitron Carrier’s have exclu- 


765 Folsom St. * EXbrook 2-3143 sive features making them the most advanced in 
San Francisco 7, California the field today. For complete specifications and 
prices write for our Manual F-2. 


CHECK THE FEATURES OF THE NEWEST 
IGHTING FIXTURES 


lighting, Sylvania Fixtures have made tremendous strides 
in recent years. For full information, write for your 
copy of Sylvania's Fixture Catalog. 
SYLVANIA LIGHTING PRODUCTS 
A Division of SYLVANIA ELECTRIC PRODUCTS INC. 
One 48th Street, Wheeling, West Virginia 


See page 297 of this issue for an example of new Sylvania lighting fixture developments. 


SYLVA 


 tWERAL TELEPHONE & ELECTRONI 
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SPECIFY 


SYLVANIA 
FIXTURES 


NEW SOULE’ STRUCTURAL SYSTEMS 


Totally designed and engineered steel 

modules that can be integrated into your ar- 
chitect’s or engineer’s design to help you achieve 
a custom structure efficiently. Or, a system that 
= Can be developed into a complete 
business building without sacrificing distinctive 
Soulé architectural styling. That’s the new Soulé Struct- 
ural System. Write for a presentation of this ex- 

citing new way to build better business buildings. 


SOULE STEEL COMPANY 1750 ARMY STREET, SAN FRANCISCO, CALIFORNIA 


LEADER IN STEEL STRUCTURES 
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A NEW ERA 
IN DESIGN FREEDOM... 


(шне 


THE GLASS EPOXY RESIN ADHESIVE 


ШШ ra 
Á › 
an < [| 


E: QUAD T " 
“чч” из cc 


ڪڪ 


(шїї is the proven answer to almost any indoor or 
outdoor glass bonding structural requirement. Low comparative 
cost, high strength and permanent durability make Glasshesive 
the finest adhesive yet produced for glass bonding. 


Glasshesive bonds stone, sand, metal, wood and other materials 
to themselves and to glass panels with a permanent transparent 
bond line. 


Glasshesive bonds glass and most plastics together in any 
combination of sizes, shapes or textures...opening new vistas in 
cathedral window and glass wall design. 


Glasshesive bonds glass panes together with a clear, shatterproof 
joint that is waterproof, flexible enough to withstand natural 
stresses, and climatic changes. No more unsightly cross-members 
or mechanical fasteners. 


For complete information on Glasshesive and other AE epoxy 
products...Concresive, Metlhesive, Aerobond...contact— 


ADHESIVE ENGINEERING 


MAKERS OF PERMANENT STRUCTURAL ADHESIVES AND SEALANTS 
1411 Industrial Road • San Carlos, California • LY 1-2686 


e 


A DIVISION OF 
HILLER AIRCRAFT 
CORP. 
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Waste Space 


Student Visitors 

It's the time of year when George 
Hasslein, head of the Department of 
Architectural Engineering at Califor- 
nia Polytechnic College in San Luis 
Obispo, takes his junior and senior 
students on field trips to the Los 
Angeles and San Francisco areas. 
They go to each place by bus for 
three days, absorbing enough archi- 
tecture to make them dizzy. 

Here's what they see in the San 
Francisco area: the Knoll and Her- 
man Miller showrooms and Doro’s 
restaurant; Golden Gate Park and 
the San Francisco Mortuary (near 
the Mint) ; Maiden Lane and the V. 
C. Morris shop; the International, 
John Hancock and Crown Zellerbach 
buildings; Willis Polk’s glass-front 
building on Sutter Street; the Stan- 
ford (including the new bookstore 
and post office) and University of 
California (especially the new stu- 
dent center) campuses and depart- 
ments of architecture; Ed Stone’s 
Library and Hospital in Palo Alto; 
Maybeck’s Christian Science Church; 
the Marin County Civic Center, under 
the guidance of Aaron Green, San 
Francisco architect who represents 
the FLLW Foundation; Warren Cal- 
lister’s Christian Science Church in 
Belvedere and the Reid office’s Greek 
Church of the Ascension in Oakland; 
a Sausalito houseboat and Henry 
Hill’s house; the Eichler houses in 
Palo Alto; the offices of John Lyon 
Reid, Henry Hill, Raphael Soriano, 
Aaron Green, S.O.M. 

That's just what they did during 
the day. If there was anything left 
of them by nightfall—and some were 
hardy—they took in some of the 
foreign movies that the Bay Area 
gets and San Luis doesn't. 

Quite a schedule. But that’s youth. 
It's also George Hasslein's determina- 
tion that his students shall experience 
architecture as they learn its theory. 


Discord Jingle Jangle 

Musical discord—real discord, not 
innovative variant on harmony—is 
unbearable to most people. But visual 
discord seems to bother only a few. 
And alas, even the visually trained 
too often tolerate it. And so, the visu- 
ally aware need not “send to know for 
whom the bell tolls.” It tolls for them. 
Hoist by their own petard. Moral: 
One good damn is worth a ton of soft- 
headed tolerance. E.K.T. 


WESTERN SECTION 


igh on a Hill in Bel Air 


Designer tile of everlasting beauty 


Fire scarred residential area surrounds unscathed 
home roofed with fire resistant Ludowici tile. 


*"THE TILE ROOF SAVE IT" 


During the recent disastrous fire in the Bel Air section 
of Los Angeles, this Ludowici-Celadon roofed home, 

on the east side of Chantilly Road, was the only house 
left standing on its block. As one fire official stated, 
“It is commonly known that tile roofs just do not 

burn or melt.” 


Although inherent fire resistance qualities of Ludowici 
tile saved this home, tile was originally chosen for its 
unique texture, color and beauty. 


A multitude of colors, sizes, styles and textures are at 
your disposal. Write for the name of our consultant 
in your area, he’s ready and willing to serve you. 


ж From Variety, Nov. 8, 1961 


LUDOWICI-CELADON СО. 75 East Wacker Drive, Chicago 1, Illinois 


. Rain Bird Rotor Pop-Ups at 
Glendora.High School athietic field 


concealed 
turf 
sprinklers 


Rotor 


Pop-Up 41 
in open 
position. 

Rubber 
covered 
top. 


RAIN BIRD ROTOR POP-UPS 


Rain Bird Rotor Pop-Ups do a thorough scientific watering job, 
then quietly disappear— as if by magic— into the ground so they 
offer no obstruction to the beauty or usability of the turf area. 
They are unsurpassed for use with automatically or manually 
controlled underground systems in athletic fields, parks, golf 
courses, cemeteries, estates and other large turf areas. 
Adjustable for local conditions. Also, used successfully on hill 
slopes. Rubber covered for athletic fields and playgrounds. 


SPRINKLERS FOR EVERY IRRIGATION NEED. Rain Bird also 
makes sprinklers for use on farms, ranches, home lawns and 
gardens. Sprinkler coverage pattern charts and literature free 
on request. 


Specify RAIN BIRD, your assurance of quality and dependability. 


`$ NATIONAL RAIN BIRD SALES & ENGINEERING CORP. 
Ын 627 N. San Gabriel Ave., Azusa, Calif. · Phone EDgewood 4-2931 


` SLIDING GLASS DOORS 
“Built to Last a House Time" — __ 


A home or building is often 
judged by its sliding glass doors 


To an ever-increasing degree in home and 
commercial building, the quality of the sliding 
glass doors symbolizes tbe quality of the entire 
structure. For this reason, more and more atchi- 
tects and builders are selecting Miller quality 
sliding glass doors. Visually, a beautiful focal 
point; structurally, there’s durability and quality 
in every detail. For single and/or dual glazing. 


Sliding Glass Door Co. 
3216 Valhalla Drive 
Burbank, California 


Member of Sliding Glass Door 
, & Window Institute 


Member of Building 
Contractors Association 


* Write for new catalog. 
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Calendar of Western Events 


e March 12-15: American Concrete Institution national 
convention, Brown Palace Hotel, Denver 


e March 15-17: American Institute of Real Estate Ap- 
praisers regional meeting, Sheraton Palace Hotel, San 
Francisco 


* April 5-7: American Society of Civil Engineers Pacific- 
Southwest Council convention, El Cortez Hotel, San 
Diego 


* April 18-21: Western Psychological Association re- 
gional meeting, Sheraton Palace Hotel, San Francisco 


* April 20-24: American Institute of Decorators national 
convention, Sheraton Palace Hotel, San Francisco 


* April 21: Opening of Century 21, Seattles World's 
Fair 


e April 30-May 4: Joint Computer Conference national 
meeting, Fairmont Hotel, San Francisco 


e May 1-June 15: “Chinese Art Treasures,” special 


travelling exhibition, M. H. DeYoung Memorial Museum, 


Golden Gate Park, San Francisco 


e Through May 22: "Principles of Shelter Design and 
Evaluation," series of 15 classes (began February 13) 
presented by University Extension, University of Califor- 
nia, Berkeley 


WESTERN SECTION 


Index To Advertising 


Manufacturers’ Pre-Filed Catalogs of the firms listed below 
are available in the 1962 Sweet’s Catalog Files as follows: 


a Architectural File (green) 
ic Industrial Construction (blue) 
le Light Construction File (yellow) 


Page numbers of manufacturers’ advertising elsewhere in this 
issue shown in italics 


Adhesive Engineering ............... 32-26 
Angeles Metal Trim Co. .............. 32-9 
A Asphalt Institute svesevscseocesasse sna 32-11 
Boeckh & Associates, E. Н. ........... 32-22 
Gladding, McBean & Co. ............. 32-23 
Greenberg's Sons, M. ................ 32-24 
LeRoy Construction Services .......... 32-16 
A Ludowici-Celadon Co. ................ 32-27 © 
A-LC Miller Sliding Glass Door Co., Inc. ..... 32-98 
A Mo-Sai Institute, Inc. ................ 32-13 
National Rain Bird Sales & 

Engineering Corp. ................ 32-28 
Smoot-Holman Company ............ 32-17-18 
Soulé Steel Company ................ 82-25 

A Sylvania Electric Products, Inc. 32-24, 297 
Tex-Tube, Inc. ............... 32-19 to 32-21 


Western advertising offices: LOS ANGELES, Wettstein, Nowell 
& Johnson, Ine., 672 S. Lafayette Park Pl.; PORTLAND, Wett- 
stein, Nowell & Johnson, Inc., 921 S. W. Washington St.; SAN 
FRANCISCO, Wettstein, Nowell & Johnson, Inc., 417 Market St. 
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The Princess phone adorns study area and dressing table in a 
teen-age girl’s room. For help in telephone-planning your homes, 
call your local Bell Telephone Business Office and ask for a 
Communications Consultant. See Sweet’s Light Construction 
File, 11c/Be, for other residential telephone installation ideas. 


SPECIFY built-in telephone outlets and 


wiring concealed within the walls. When you 


do, you provide flexible telephone service, 


and protect the interior beauty of the 


home...you make homes more livable, 


more salable. 


Bell Telephone System 


i ait 
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New lighting 


Take a new look at shopping centers, motels, 
and parks. . 
buildings . . 


. industrial plants and commercial 
. recreational areas, funspots, and 
country clubs. Today, wherever Americans 
work and play, modern outdoor area lighting 
is being used to complement the daytime beauty 
of modern facilities and to enhance their appeal 
and usefulness at night. 

To help you meet this new trend, here is part 
of the spectacular new General Electric area- 
lighting line—combining smart appearance de- 
sign and highly efficient lighting performance. 

New, style-leading G-E area lighting features 
the futuristic PM F-104A fluorescent unit and the 
ultra-modern РМА -115 mercury post-top unit— 


PMF-104A Posi-mounted Fluores- 
cent Luminaire (12-20' mtg. hgt.) 


P-400 Mercury Powerflood Luminaire, 
also P-1000 size (25-35' mtg. hgt.) 


efficiency... 


both in a choice of decorator colors—for entrance 
roads, walkways, and malls. Other frontrunners 
include the compact Powerflood mercury unit 
and Quartz-Flood unit for quartz lamps—used 
in sports, recreation, and industrial lighting. 


Choose from dozens of fixtures, in a full range 
of ratings and sizes, and a complete line of poles, 
mountings and hardware. They’re all shown in 
a new G-E “Designer’s and Buyer's Guide for 
Area Lighting" (Publication GEA-7223). The 
new 1962 edition includes application data, 
guide-form specifications, plus easy -to-use order- 
ing information. Everything is at hand to help 
the architect-consultant-contractor team serve 
clients promptly and efficiently. 


PMA-115 Post-mounted Fila- 
ment or Mercury Luminaire 


500 Quartz-flood Luminaire, 
QF-500 size (25-35' mtg. hgt.) 


Products, service, and copies of this Area 
hting Guide are available locally from your 
Е Sales Engineer or Area Lighting Agent. If 
1 prefer, write for your Guide to Sect. 460-17, 
neral Electric Company, Schenectady, N. Y. 
tdoor Lighting Dept., Hendersonville, N. C. 


UR G-E AREA LIGHTING AGENT—backed by 
ir G-E Sales Engineer—offers prompt shipment from 
al stocks, and valuable local service. Ask them 
ut America's newest, most complete area-lighting line 
1 your copy of the “Designer’s and Buyer's Guide." 


NB? 


Muni 


WELTON BECKET BLDG. LOS ANGELES, CALIF. 


CRISP LINES, CLEAR VIEW, COMMON SE 


FLUSH MOUNTED LOCKING UNITS FOR SLIDING GLASS DOORS 


The wide acceptance of the sliding glass door results 
from its visual depth and spaciousness. Hardware 
which impairs the view or prevents the door from fully 
opening defeats the purpose. The Adams Rite 4189 
and 4190 flush mounted locksets are the first to offer 
unobtrusive beauty and freedom of movement for 
these doors. Screens can be by-passed, doors can be 
"stacked" in pockets, and inside drapes or blinds will 
not be torn by catching on surface hardware. 


The pull escutcheons are designed to accent the 
narrow vertical lines of the aluminum door frame. 
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Deeply recessed finger pulls provide exceptional con- 
trol of door movement. Slide-button operator actuates 
locking mechanism from inside with simple up or down 
movement. Key control is provided on 4190 unit by 
5-pin cylinder lock in outside escutcheon. 


WRITE TODAY For Complete 
Details and New Catalog 


ADAMS RITE 


MANUFACTURING COMPANY 
540 West Chevy Chase Drive, Glendale 4, California 
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Simple and Symbolic 


The star form, created by Architect William W. Landsberg and 
Design Consultant Marcel Breuer in a simple bearing wall for the 
Westchester Reform Temple, Scarsdale, N. Y., becomes a 

religious symbol, expresses the building's function, and creates private 
exterior spaces in a residential neighborhood. Material for 

symbolism, function, privacy, and beauty: brick. 


Structural Clay Products Institute 1520 18th St., N. W. Washington, D.C. 


| 


. This is the.n eW, wider, aluminum louvered vertical Fiexalum’s new, wider (334”) louvers are in 
ape perfect harmony with today's large glass areas. Because they have the 
р? ; reflective properties of aluminum, Flexalum Wide-Louver Verticals 
- solve problems of sun and thermal control. As a year-round thermal 
| curtain, they cut heating and air-conditioning costs. Closed, they 
assure privacy; open, they admit adjustable, glare-free light. Their 

baked enamel finish and perpendicular position make them practically 

dust-proof. Flexalum Verticals are available with both center or side | 

ull. Completely integrated mechanism ~ | 

and hardware are guaranteed to give CI val lp | 

you years of maintenance-free service. * 9 d 


Ж n ; OMS B d 
Write to Bridgeport Brass Company, Hunter Douglas Division, 30 Grand Street, Bridgeport 2, Conn. for descriptive literature and specifications, engineering 
assistance or cost estimates. See our insert in Sweet's Architectural File. 
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GOODFSYEAR 


This pad is all it takes 
to polish Goodyear DeLuxe True Vinyl Floor 


This homogeneous viny] floor is so tough and wear- 
resistant—it doesn’t require waxing. You can count 
on continued good looks with simple polishing 
brush or buffer pad. 

And DeLuxe True Vinyl sells now at a new low price 
— the lowest ever for a homogeneous vinyl floor. 
The solid quality and the beautiful patterns go all 
the way through. Their lasting good looks and low 


GOODY 


maintenance cost will be testimony to your good 
judgment. 


DeLuxe True Vinyl is available in new multicolored 
marbleized colors. In Ив” gauge for residential use 
and %” for commercial and heavy traffic use, both 
in 9" x 9" tiles. For specifications, see your nearest 
Goodyear Floors Distributor, or write: Goodyear, 
Flooring Dept., Akron 16, Ohio. 


EAR 


FLOORING PRODUCTS 
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Since 1909 


HAWS MODEL 


From every angle this Haws drinking 
fountain breathes distinction that 
matches your own distinctive ideas. 
It’s cast aluminum, hard anodized to a 
permanent, abrasion-resistant, muted 
bronze color—with new push-button 
valve and sanitary angle stream bub- 
bler. If you desire interior (or exterior) 
fixtures that do credit to your project, 
look to Haws! We'll send you specs 
on Model 7J: write us now. 


ARCHITECTURAL RECORD March 1962 


Si ipsis не 
Nel 


CONCEALED PLUMBING FOR 
NEW CONSTRUCTION 


FINISHED WALL 


IPS CLOSE 
NIPPLE 


| 


14 WASTE FITS WITH BOLT 
TO FOUNTAIN AND WASHER 
FURNISHED WITH FOUNTAIN 


BUBBLER TO FLOOR — — 


” 


CLEAN-OUT PLUG 


36 


FINISHED FLOOR- 


products of 


HAWS DRINKING FAUCET COMPANY 


STUB OUT WITH 
kj SUPPLY NIPPLE 


12 
| 
| u 
AX 
d TE HAS TO BE INSTALLED 
3g MOUNTING WAS 
HOLES BEFORE WALL 15 FINISHED — 


ort 
| 
ч 
| 
i 


a) А 
© 14 RIGHT OR 
THESE ROUGHING DIMENSIONS LEFT OF G | 
| ^ MAY VARY X (PLUS OR MINUS) | 


General Offices: 1441 Fourth Street • Berkeley 10, California 
Export Dept.: 19 Columbus Ave. * San Francisco 11, Calif., U.S.A. 


Manufacturers of Metal Buildings • Plastic Panels • 


— IRR ERO аы: ER 


gom haan Бенет, Architect / Richard n Crowther and Ав 
О sociates, Denver. Designer/Melvin С. Glatz, Lakewood, Colorado. 


D Жайды Bowl, Benalla, ‘Hewett. 
o Architect/Takashi Anbe, A.l.A., Honolulu, Hawaii. 


` Gladding McBean Co., warehouse, San Francisco, California. 
o Architects/Sutton and Stephens, San Francisco, California 


Al, International Instruments, Orange, Connecticut. 
o Architects/Pedersen and Tilney, New Haven, Connecticut. 


Can you pick the Butler buildings in this group ? 


1. This is the first theatre of its type, designed and 
constructed in the round, specifically for showing 
Cinerama productions. No, it is not a Butler build- 
ing. However, the rotunda is sheathed in Butler 
Monopanl, insulated curtain wall. One-foot width 
modules and permanent, self-sealing joints were 
part of the reason. 


2. No single photograph could convey the ingenious 
design treatment throughout this bowling lane by 
Takashi Anbe. Here, the steel structural and roof 
systems are by Butler. 


3. This warehouse is essentially a pre-engineered 
Butler building, all but the facade on the street side. 
This is faced with masonry, and a decorative tile 
product manufactured by the owners. 


4. Everything in sight on these two buildings is by 
Butler...roof, curtain walls and structural systems. 


GFE | 


Butler's two finest, insulated curtain walls are used 
throughout. These precision-fabricated structures 
bear the closest scrutiny for materials, fabrication, 
detailing and appearance. 


Actually, there are no "Butler buildings" in this 
group. That is the point. In each, there are other 
materials in greater or lesser proportion, and the 
role of the architect is paramount. Butler offers you 
not a "packaged building"— but a pre-engineered, 
modular system, useful on the one hand as one or 
several components —or on the other, as an integral 
total approach to design and materials. 


This system...in part or in toto...is sometimes 
the best solution. See what 32 architects and archi- 
tectural firms have done recently with the Butler 
Building System. Ask your nearby Butler Builder to 
show you the sound-strip film, “Facing the Public." 
Or write direct requesting further information. 


Sales Offices and Dealers Nationwide 


BUTLER MANUFACTURING COMPANY 


| 7427 EAST 13TH STREET, KANSAS CITY 26, MISSOURI 


i 
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Equipment for Farming, Transportation, Bulk Storage, Outdoor Advertising * Contract Manufacture 


45 


46 


It is certainly possible to design an 
air conditioning system by specifying a 
variety of major components made by 
different manufacturers. _ 


You may even save your clients a 


few dollars—with refrigeration equip- 
‘ment from one source, cooling and 


heating coils from another and fans 
from somewhere else. 

But each added source of supply 
multiplies your clients’ problems by 
dividing responsibility. 

Whom will they call if mechanical 
trouble develops? Which component 


needs attention? Where will they turn 
for service? The answers come easily 
when you specify equipment from one 
responsible supplier of major compo- 
nents—able to keep the equipment in 
first-class operating condition. 


Although not the only air conditioning 
manufacturer offering a broad line of 
components, Carrier is best prepared to 
serve the owner should trouble come. 
For our company and our dealers 
maintain the largest and best-trained 
service organization in the business— 
over 11,000 men strong. 


Carrier) Air Conditioning Company 
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*overhead means out-of-the-way... 


no stumbling hazards—no interference with cleaning 


aGJ 100 GJ 90) 
concealed surface type 
(non-handed) (handed) 
for single and double acting 
doors. The finest in appearance 
and long, trouble-free wear. 


4GJ ARISTOCRAT (non- 
handed) for single acting 
doors. Ruggedly built for hard, 
practical usage. 


GJ 80) (handed) for single 
acting doors. For moderate 
cost installations. 


4 GJ 70 (non-handed) for 
single acting doors. Inexpen- 
sive for low-cost installations. 


GJ 300 and GJ 500 series) 


 (non-handed) concealed for 
single and double acting interior 
doors. Surface type for single 
acting doors. Spring cushion 
types and friction holder type. 


"Life of the building" GJ Overhead Door Holders are made of 
highest tensile strength alloys requiring minimum maintenance or 
replacements. They have built-in shock absorbers to cushion the 


stop and are made in various sizes for any width door. 


HOLD THE Write for complete details and templates. 


DOOR...» GLYNN: JOHNSON CORP. 


open engages 


CUSHION 
THE STOP... 


silently absorbing : д 
the shock of vio- silently . . . holds 4422 no. ravenswood ave. » chicago 40, ill. 
lent openings. dud ...Feleases 

easily. 
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Required Reading 


The Far-Flung Former Empire 


NEW BUILDINGS IN THE COMMON- 
WEALTH. Edited by J. M. Richards. 
Frederick A. Praeger, Inc., 64 Uni- 
versity Place, New York 3. 240 pp., 
illus. $14.50. 


The British Commonwealth is, cul- 
turally speaking, an almost indefin- 
able thing. It includes a great many 
of those names which used to (and 
probably still do) thrill the ears and 
hearts of fourth-graders: Kuala 
Lumpur, Auckland, Malacca, Bar- 
bados, Calgary, Gold Coast, Pesha- 
war. Its trade still includes tea, 
spices, camphor and gold, and now 
adds oil and uranium. Its population 
includes virtually every human 
race; its topology includes moun- 
tains (snow-capped and volcanic), 
rain forests, plains and deserts. Its 
several countries seem to have 
nothing in common but their divers- 
ity—geographical, cultural and even 
political. Yet, despite the departure 
of the British Army and the coloni- 
als (and the Union of South Africa), 
it hangs together. Whether and in 
what fashion it will continue to, as 
these nations begin to find them- 
selves, it is too early to tell. 

The architecture of the Common- 
wealth countries appears to reflect 
both this diversity and this grop- 
ing. 

Architecture in Africa is in some 
ways the most interesting in the 
Commonwealth. Here the climate 
and the limited funds make func- 
tion impossible to ignore. The build- 
ings are well-designed and unmis- 
takably modern, but have, so far, 
escaped the vulgarities sometimes 
committed by architects with more 
time and money on their hands. 
The ingenuity with which African 
architects cope with their weather, 
in a climate which defeats air con- 
ditioning, is impressive. 

In the East, modern architecture 
had to fight rear-guard actions 
against both British and local tradi- 
tions, but there is no doubt it is 
winning. Chandigarh is already be- 


ginning to have visible effect on In- 
dian architecture. 

Canada, Australia and New Zea- 
land, judged by their new buildings, 
would seem almost home to Ameri- 
cans, though not many of us come 
from cities as attractive as Van- 
couver. 

Mr. Richards and the other con- 
tributors have elected, wisely as it 
seems, to forego any broad judg- 
ments or predictions of the state 
of architecture in the Common- 
wealth. They have presented an ex- 
cellent, straight-forward journalis- 
tic report on the way it is now. Each 
of the Commonwealth countries is 
described, and many buildings are 
illustrated, all adequately captioned, 
many with plans. 

In lieu of a trip around the world, 
this book will serve nicely. 


Urban America 


THE FUTURE OF OUR CITIES. By Rob- 
ert A. Futterman. Doubleday & 
Company, Inc., Garden City, N.Y. 
360 pp., Шиз. $4.95. 


It has been said that a good ac- 
countant can describe a man's pro- 
fessional character and private per- 
sonality by an examination of his 
check stubs and tax returns. Judg- 
ing from Mr. Futterman's perform- 
ance, it would appear that a good 
realtor can so describe a city by 
an examination of its planning and 
buildings. It would also seem that 
the requirements for a good realtor 
include a general' eye for topog- 
raphy, an historian's grasp of cause 
and effect, an economist’s under- 
standing of trade and commerce, 
and the optimism of— well, a real- 
tor. 

It is in his analyses of several 
American cities that Mr. Futterman 
makes most of his best points. He 
indicates that statistics bore him. 
What interests him is history: when 
was the city founded, and why; does 
it have more than one or two basic 
industries (one-industry towns tend 
to be, as Mr. Futterman would put 
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it, bad bets), and what are they; 
where was the Underground Railway 
Station (that is where the modern 
Negro slum is likely to һе); what is 
the character of its government and 
business leaders. 

Some of Mr. Futterman’s com- 
ments include: “Chicago is still 
America in microcosm. Perhaps in 
Chicago we will find the answer to 
the question of whether America 
will use its unique resources to cre- 
ate a greater civilization—or will 
condemn itself to a meaningless, 
soul-destroying proliferation of 
goods, comforts and waste.” “Dal- 
las, thanks largely to its leaders’ 
willingness to risk their money in 
their own city, suffers relatively few 
of the horrors which boom has 
brought to its contemporaries.” “In 
the years right after the war, it 
seemed likely that Louisville would 
replace Cincinnati as the dominant 
Ohio River City . . . but you can’t 
ignore humanity. Because leader- 
ship is so important a natural asset 
of a city, Cincinnati will remain the 
Queen.” “Despite the charm of the 
place, I know no more hopeless 
downtown than  Boston's;" “San 
Francisco's conservatism has served 
the city well, maintaining a much 
more human ambiance than any 
other American city can display." 


The Allied Arts 


THE SPANISH ARTS OF LATIN AMER- 
ICA. By Francois Cali. The Viking 
Press, Inc., 625 Madison Ave., New 
York 22. 300 pp., illus. $12.50. 


From the age of the Conquistadors 
through the 18th century, Latin 
America's art was, like its history, 
highly religious and rather gory. 
But even the most squeamish North 
American cannot deny that at the 
same time it had enormous vitality 
and remarkable flashes of genius. 
Mr. Cali's readable and sympathetic 
text is illustrated by a great many 
very fine photographs of Latin 
American art and architecture. 
continued on page 57 


As shown in ground-down tile at left, the ran- 
dom mottle of new Kentile Architectural 
Marbles goes all the way through. Tiles are 
truly random in appearance, with notwo alike. 
Specifications: 9" x 9“ tiles; Vg” gauge. 


New! Kentile Architectural Marbles — the 
vinyl asbestos tile with through-and-through mottle 
...8t no extra cost! Perfect for heavy traffic areas. 
8 muted colors fit any and all commercial décors. 


KENTILE® DIVISIONAL OFFICES: NEW YORK, 


PHILADELPHIA, ATLANTA, CHICAGO, CLEVE- VINYI 
LAND, KANSAS CITY, TORRANCE, CALIFORNIA 


ARCHITECTURAL RECORD March 1962 


49 


£r 


New from AMARLITE. 137 G^ Sash 


A Remarkable, Low-Priced Sash—Strong. . 


We are dead certain that our new 37 sash will amaze 
you, because, quite frankly, it amazes even us. Here’s 
why. It is low enough in price to compete with any 
sash on the market. Yet with its economy, it is so con- 
venient to install: snaps in parallel to glass; will not 
pop off. Naturally, 37 sash has the incomparable Amar- 
lite finish that says “quality” in architectural alumi- 
num. Specify Amarlite 37 Sash . and be sure of 
economy and quality. 


Sales Offices and Warehouses: 
Chicago, Illinois, 8859 South Greenwood Avenue 


Main Office 
Р. О, Box 19802 
Atlanta 25, Georgia 


Resilient. . 


Weathertight...Beautiful 


POINTS OF PERFECTION 


1. Snaps.in; will not pop off. Permanent clips 
hold glass in place before face member is 
installed. 


2. Vinyl glazing strip in face member pro- 
vides positive, permanent resilient seal. 


3. Uniform Amarlite finish. Hard, tough ano- 
dized surface resists wear, dirt. 


4, All fastenings concealed for flawless beauty. 


Dallas, Texas, 8100 Chancellor Row, P.O. Box 10034 
Paramus, N. J., 20 Park Place, P.O. Box 25 
Cleveland, Ohio, 4700 Manufacturing Road, P.O. Box 8667 Atlanta, Georgia, P.O. Box 19723 

And soon: P.O. Box 22206, Los Angeles 22, Cal. 


NEW SLIP-PROOF FOOTBOARDS 


s.. Optional, at no extra cost! 


оле stay ые „ MEDART TELESCOPIC GYM SEAT 


Positive protection for students and finish won’t chip, crack or peel. 
spectators! This new Medart safety 


finish provides absolutely dependable Optional when Medart Gym Seats are 
ordered, the slip-proof finish is fur- 


nished without added cost on all foot- 
boards, and on Aisle Treads if this 
accessory is specified. 


insurance against accidents, even when 
SSX S metal taps or wet and slippery rubber- 
soled shoes are worn. 


Medart’s slip-proof finish is 


composed of a gripping ingre- Bonded to all surfaces of the foot- 


iat sospanied in a SESI Now Medart Gym seats are, more than 


formulated vehicle. When dry, boards, the hard and tough slip-proof ever, the “industry’s best buy"-—in 
caben VR n finish is virtually impervious to con- safety, durability, lower upkeep and 
becomes a part of the wood. stant, punishing traffic. ''his exclusive easier operation. Write for latest catalog. 


Mecdart Products, Inc. 
Medart 4427 Geraldine Ave., St. Louis 15, Mo. 


ee STEEL LOCKERS * GYM SEATS * BASKETBALL BACKSTOPS 
Quality Products Since 1888 
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Woodmaster 1200 partition...by Modernfold 


€ For sheer size and beauty, the new Wood- 
master 1200 has no peer. Extending across 
giant openings in foot-wide panels, a single 
partition can span as much as 50'8" x 16'0". 
And pairing or use in series can add any 


further width desired. Yet, despite its huge 


NEW CASTLE PRODUCTS, INC. 
Dept. A232; New Castle, Indiana 


Gentlemen : Please send full details on the Woodmaster 1200. 


NAME 


FIRM 


ADDRESS 


CITY 
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size, the 1200 operates easily on ball bearing 
trolleys. Available in four handsome genuine 
hardwoods: oak, walnut, philippine mahog- 
any and birch . . . each finished to a satin 
smoothness. Just fill out the coupon below 


for the complete details. 


modernfolid 


NEW CASTLE PRODUCTS, INC. • NEW CASTLE, INDIANA 
In Canada: New Castle Products Canada, Ltd., St. Lambert, Quebec 
"Modernfold'' Operable Walls, Partitions and Doors; “Air Doors'';''Modern-Cote' 
Wall Coverings; "Peabody" School Furniture, ''Pyrox'' Sheathed Thermocouples. 


— molette — 


‚== 


Structural Engineers: Barber, Magee & Hoffman, Cleveland. 


SCHAFER, FLYNN & WILLIAMS 
specified reinforced, precast white concrete їо! 
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Universal Atlas Cement 
Division of 
United States Steel 


“USS’’ апа “ATLAS” are registered trademarks. 


ARCHITECTURAL RECORD March 1962 


‘Cleveland Institute of Music building, Cleveland, Ohio. Architects: Schafer, Flynn & Williams, Cleveland. Contractor: Hunkin-Conkey Construction Company, Cleveland. 
Precast Concrete Panel Manufacturer: ‘‘Marzaic’’ by Marietta Concrete Division, Martin Marietta Corporation, Marietta, Ohio. 
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MIDTOWN PLAZA 


The New Business Center of Downtown Rochester, N.Y.* 
Privately Developed and Financed 


Victor Gruen Associates 
Architect 


John B. Pike & Son, Inc. 


ve n; H General Contractor 
Ni can ие cae Quackenbush Co., Inc, 
M Lr TIL Air Conditioning Contractor 
ши үи!!! 
nm i 


Modern smooth-fin design of Aerofin coils permits ample heat- 
exchange capacity in limited space — permits the use of high 
velocities without turbulence or excessive resistance. 

Aerofin performance data are laboratory and field proved. You 
can safely specify Aerofin coils at full published ratings. 


* Illustrated above is Midtown Tower, 
the new office-hotel building which an- 
chors the south portion of Midtown 


у Plaza covering 7,5 acres in the heart <a ай 
Туре ge Я of downtown Rochester. The Plaza in- ena 
Non-free ^ E cludes 1,000,000 sq. ft. of retail floor we rs 
Heatina Сой 2 space, 3-level sub-surface municipal * "ua 
3 | parking garage and air-conditioned cen- eL 
ae tral mall. | ч 
' ai 2 "m 
BENI а САЙ i | Be 
| 


AEROFIN CORPORATION 


101 Greenway Ave., Syracuse 3, N.Y. | 


| | "d Type C 
Aerofin is sold only by manufacturers of fan system apparatus. "PN 9 on н Ex d 
List on request. 7 а" 


v d 


ENGINEERING OFFICES IN PRINCIPAL CITIES 


54 ARCHITECTURAL RECORD March 1962 


© DWV COPPER TUBE AN 
FITTINGS MAKE POSSIBLE 4 INCH WALL INSTEAD OF 
INCH—ADDS 2 SQUARE FEET OF LIVIN 
^ACE TO YOUR FLOOR PLAN 


The use of copper for drainage plumbing 
adds valuable space to any home. A 3" copper 
DWV stack fits within a standard 2" x 4" 
wall simplifying the construction of parti- 
tions and completely eliminating costly 
build-outs. Copper DWV tube in the average 
bathroom makes available 2 extra square 
feet of useable space and saves on material 
costs, too. You gain an additional 2 square 
feet of space for every bathroom in your 
floor plan. Copper, the modern plumbing 
material, looks good and adds sales appeal 
to any home. 


2" x 12 FEET—2 SQ. FT. 


Write today for Catalog S-361 


3 
Eg MUELL BRASS CO. PORT HURON 8, MICHIGAN 
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LAKEVIEW MEMORIAL HOSPITAL, Stillwater, Minn. ARCHITECTS: 


Ellerbe & Company. CONTRACTORS: C. H. Peterson Construction Co. 


Mechanized dish handling 
simplifies food service at 
new "cloverleaf" hospital 


The first general acute hospital in 
the United States to use the new 
*cloverleaf" design, Lakeview 
Memorial Hospital at Stillwater, 
Minn., is a marvel of planned 
functional efficiency. 

Three circular wings extend 
from a rectangular center section. 
Rooms with 67 beds are at the 
outer edges of the circles with 
nurses stations in the centers. 
Nurses never lose visual contact 
with patients... are never more 
than 20 feet from them. 


Food service, too, is ultra- 
modern. À STANDARD CONVEYOR 
Traylift (right) carries trays of 
food from kitchen to serving 
areas, carries soiled dishes down 
again—swiftly, silently and safely. 


CONVEYOR EQUIPMENT 
MBNUSACTURIBS ASSOCIATION 


speeds make up of food trays, carries them safely to the Traylift. M 
models are available to meet a wide variety of food service requirements. 


In the ground floor kitchen a 
STANDARD CONVEYOR Traybelt 
(below) simplifies make up of in- 
dividual food trays and speeds 
them to the Traylift. 


As the modern way to efficient 
food service, STANDARD CONVEYOR 
mechanized dish handling systems 
offer many advantages. 

By providing a fast and eco- 
nomical way to transport trays, 
they let you locate kitchen and 
dish washing areas remote from 
dining areas. They allow planning 
for efficient service with reduced 
personnel requirements. They pro- 
vide faster food service with re- 
duced dish breakage. And best of 
all, they pay for themselves fast 
out of operational savings. 


LISTED IN SWEET'S—SECT. 24d/ST @ SALES AND SERVICE IN OVER 40 CITIES—SEE YOUR YELLOW PAGES. 


Standard 
Conveyor 


EE P COMPANY 
meni  312-C Second St., North St. Paul 9, Minn. 
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any other 


If you have a project pending where you'd 
like to give your client the benefits of 
streamlined dish and tray handling, Bulletin 
120 can help you to determine models 

needed and general structural requirements. 

Write today for your free copy. Or, if you 
prefer, simply clip this ad to your business 
letterhead and mail it . . . Your AIA File 
35-C-13 is not complete without it! 


Standard Traylift makes quick work of carrying 
soiled dishes down from first-floor serving area 
(above) to ground-floor dishwashing room (below). 
Reversible model also allows up-service for food 
trays from kitchen to patient floor. Other models 
featuring simultaneous up-and-down service, push- 
button selection for serving more than two floors, 
and completely automatic loading and unloading 
are also available. 


Required Reading 


continued from page 48 


The Allied... 


JEWISH ART. Edited by Cecil Roth. 
McGraw-Hill Book Company, Inc., 
330 W. 42nd St., New York 36. 485 
pp., illus. $14.95. 


This collection of papers, contrib- 
uted by a number of scholars, show 
clearly that there have been some 
remarkable Jewish artists and ar- 
chitects, but that there is very little 
which could be called a Jewish art. 
From prehistory to the present, the 
Jews, however separated religiously 
and socially, artistically reflected 
their times—sometimes most impres- 
sively, as in the 20th century. 


THE SCULPTURE OF THE HELLENISTIC 
AGE. By Margarete Bieber. Columbia 
University Press, 2960 Broadway, 
New York 27. 259 pp., plus 818 figs. 
$27. 


A revised edition of an earlier work, 
Dr. Bieber’s coverage of Hellenistic 
sculpture is thorough, her erudition 
exhaustive. Though important to 
the serious scholar, the study is 
likely to prove too weighty for the 
casually curious. 


VASARI ON TECHNIQUE. By Giorgio 
Vasari; trans. by Louisa S. Macle- 
hose; intro. and notes by G. Bald- 
win Brown. Dover Publications, 
Inc., 180 Varick St., New York 14. 
328 pp., illus. $2 (paperbound). 


First published in 1907, this trans- 
lation of Vasari’s introduction to 
his Lives shows him, if not at his 
most sparkling, at his most practi- 
cal as he gives no-nonsense descrip- 
tions of Renaissance materials and 
techniques for architecture, sculp- 
ture and painting. 


Technical Books 


MATERIALS FOR ARCHITECTURE. An 
Encyclopedic Guide. By Caleb Horn- 
bostel, Reinhold Publishing Corpo- 
ration, 480 Park Ave., New York 22. 
610 pp., illus. $20. 


This book, as its subtitle indicates, 
is an encyclopedia which describes 
the characteristics of materials used 

continued on page 66 


LAMINATED PLASTIC 


WOODGRAIN PATTERNS FOR DESIGN REALISM 


American Elm, Fireside Cherry, Brazilian Rosewood, Oriental Teak and 
Dusky Walnut (clockwise), are some of thé authentic Textolite woodgrain 
patterns available for your creative application. Color uniformity and 
natural grain, captured in practical plastic laminate, open new vistas 
for design of furniture, fixtures or paneling. Specify conventional or 
glare-reducing textured finish. Write for samples. 


Progress ls Our Most Important Product 


GENERAL QD) ELECTRIC 


General Electric Company, Coshocton, Ohio. Dept. AR-32 


( ) Send samples of G-E Textolite woodgrain laminates —— conventional or . textured finish 
( ) Send reproductions of full sheet showing grain definition (check preference) 

Name 

Firm 

Address. 


ШУ —— o OE State 
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MULTI-VENT 


| 


THE MULTI-VENT IDEA WAS ORIGINATED AND DEVELOPED BY: 


THE PYLE-NATIONAL COMPANY, 1334 М. KOSTNER AVE., CHICAGO 51, 11 


n an exciting new idea comes along—an idea tnat nas every inaicatio 
soleting many long-cherished concepts and a good many long- 
lished products—certain things always happen. One of the most 
ictable is that as out-flanked and out-engineered manufacturers rush 
imb on the bandwagon, some strange and confusing statements 

be made. 


inly the idea of combining lighting and air diffusing equipment in 
fixture is exciting. Architects and designers throughout the country 
enthusiastically recognized the advantages offered by a combination: 
ced ceiling clutter . . . increased flexibility in partitioning. 


... a true combination is much more than just an air diffuser and a 
ing fixture occupying the same cubical space. In a true combination 
air diffuser and the lighting fixture work together to augment and 
rove both functions. The result: far greater lighting efficiency . . . 

ly improved air diffusion. 


let's examine some facts: 


re is just one true combination ... MULTI-VENT! 


re are a number of other "combinations" where troffer and diffuser 
py the same space—none where they work together! 


y the MULTI-VENT principle assures greater lighting efficiency. 


ti-vent is the only system where the troffers are designed to draw 
bjectionable lamp heat. This means optimum operating temperatures 
which in turn assures true lamp color and as much as 20% more 

t output. In return troffers there's the added advantage of removing 
warmer unmixed ceiling zone air plus a minimum of 50% of the lamp 
t before it can enter the conditioned space. 


LTI-VENT means far and away the lowest total cost. 


e's why: The union-approved installation procedure is simpler and 
er because there are fewer parts. Maintenance is kept at a minimum 
ause straight-down low-velocity diffusion prevents ceiling or wall 
idging— reduces cleaning and decorating costs. Operating costs are 


er because just as excessive heat affects lamp performance, it increases designol, e 

m loads. By removing the heat with the return air, troffers, duct sizes Ане зө, 

{ап sizes are reduced. eek oe 
2 77.901 

roduct or an idea is as good as the company it keeps. Hen 

ee of the world's leading manufacturers of lighting equipment— 3012135, 

umbia Lighting, The Miller Company and Sylvania Electric Products— CANADA 

e adopted the MULTI-VENT principle, employ it in their own individually 2191897 

igned fixtures . . . back it with their long-established reputations! ry 


LTI-VENT TROFFERS ARE MANUFACTURED BY AND AVAILABLE FROM: 


1 
c 
bid [LIGHTING BY | 


“| SYLVANIA 


я GENERAL TELEPHONE £ ELECTRONICS E) 
millier 


BIA LIGHTING, SPOKANE, WASH. THE MILLER COMPANY, MERIDEN, CONN. SYLVANIA ELECTRIC PRODUCTS, WHEELING, W.VA. 


your clients can hear the difference... 


Shure UNIDYRE Î Т microphones in use. 
Each has off-on “switch, R А 
Unidirectional. . ‚ eliminates feedback 
and "boominess.'' (Model 5455) ^ 


The difference between a brilliant and a so-so sound system is often 
in the microphone. Not just the kind of microphone, but the number. 
Today's most popular form of meeting—the open discussion —simply 
can't be held in a single-microphone room. Shure Total Communi- 
cations sound system planning calls for the strategic placement of 
the correct number and kinds of microphones to do the job properly. 
Everyone who should be heard CAN be heard without shouting, 
without confusion. 

The time to plan Total Communications is early in the develop- 
ment stage...in fact, multiple microphones properly belong in 
the bid specifications. Leading sound consultants agree that not 
опе in a hundred sound systems is geared to today’s needs... and 
inadequate microphoning is most often to blame. 


free literature 


Shure has prepared a special 8 page booklet on Total Communica- 
tions multiple microphone placement. Also, technical data sheets 
and catalogs on the world's finest family of public address system 
microphones are available for your own use. Ask your sound 


consultant or write on your letterhead to: | PUBLIC ADDRESS 


Shure Brothers, Inc., 222 Hartrey Ave., Evanston, Illinois, SYSTEM PLANNING 
Dept. 18C. 


MANUFACTURERS OF QUALITY MICROPHONES * WORLD FAMOUS WHEREVER SOUND QUALITY IS PARAMOUNT 
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NNIOM 


OLD AGE & SURVIVORS INSURANCE BUILDING 


BALTIMORE, MARYLAND 


z i Meyer & Ayers—Architects 
| Wad S 0 e [ad m | L e n e e [ Fischer-Nes-Campbell & Associates— Architects 
j McCloskey & Company— Contractors 
Ceramic V eneer in units 20" x 24" x 134" was specified jor 
cafeterias, dining areas, serving lines, lobbies and vestibules. 


Colors selected are gray, yellow, coral, blue-gray and blue. 


Time, traffic, dirt and grime have little effect on the fire-glazed finish of 
Ceramic, Veneer. Interiors of this modern architectural terra cotta re- 
quire only soap-and-water washings to retain their original richness and 
beauty indefinitely. Exterior treatments — plain surfaces, polychrome 
panels or sculpture need only normal rainfall to keep clean and colorful. 
Besides minimum maintenance, Ceramic Veneer provides other impor- 
tant advantages — moderate initial cost, proved permanence and 
unrivalled versatility of color, form and texture. Whatever your speci- 
fications, every unit, large or small, is custom-made and faithfully 
reproduced by Federal Seaboard craftsmen. For complete information 
including new solar screen and color guide brochures, write us today. 
Without charge we will gladly furnish construction detail, data, advice 
and estimates on preliminary sketches involving Ceramic Veneer. 


10 E. 40th St., N. Y. 16, N. Y... 
Plant at Perth Amboy, N. J. 
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Sacred Heart Parish School, Bangor, Michigan 
Architect, Trend Associates, Kalamazoo, Michigan 


YOUNG MINDS ARE MORE ALERT, ATTENTIVE 
IN SCHOOLS WITH BALANCED BRIGHTNESS 


LoTran 12.5 is the only glare control window glass that conforms to 
the specification of the National Council on Schoolhouse Construc- 
tion. LoTran is a product of Houze, America’s oldest and largest 
producer of sunglass lenses. LoTran’s .12.5 light transmission 
rating falls well within. the control. factor required. of the very. best 
sunglass lenses. 


LO-TRAN 12.5 IS OF VALUE not only for schools but is 
developed. for visual requirements in all types of institu- 
tional, industrial, commercial and residential buildings. 
Spectral comparisons of LoTran and competitive glass 
transmissions and. information are available on request. 


jet © UAE GLASS CORPORATION 


A Wilson Brothers Company 


PIONEERS IN COLORED GLASS TECHNOLOGY POINT MARION. PENNSYLVANIA 


MOST 


SOMEDAY... scHooLs 


WILL BE 


WINDOW GLASS | 


MAXIMUM GLARE CONTROL 


Glare control and “brightness balance” is achieved 
when you specify LoTran 12.5 neutral grey window 
glass into your school designs. Years of glass research 
has afforded Houze LoTran 12.5 unique properties 
which absorb and reflect solar energy. Yet LoTran 12.5 
admits abundant natural daylight so that students see 
better, work better, feel better. LoTran 12.5 is speci- 
fied in schools to reduce the contrast between outdoor 
and indoor brightness to create a decent physical en- 
vironment. This elimination of glare and the provision 
for “balanced brightness” provides visual comfort and 
increases efficiency in classroom tasks. There is no dis- 
tortion of outside colors when viewing through LoTran 
because its neutral grey tint actually defines colors. 


30% MORE ECONOMICAL 


Due to its growing acceptance throughout the nation, 
LoTran 12.5 window glass now costs 30% less than any 
other grey glass of comparable density. In fact, LoTran 
12.5 gives more effective glare control and solar energy 
reduction per dollar than any other window glass today. 
The increasing use of LoTran in more and more school 
installations demonstrates that its lower transmission of 
light and solar heat holds down costs in additional fenes- 
tration fixtures and in the initial cost and operation of 
air conditioning. 


GLARE CONTROL 


hM. ans 
JY 


“ауу 


е Кы au : : vai м 
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In January 1962 the Steel Joist Institute issued new 
specifications and load tables to provide architects, 
engineers and owners with a means to check full 
section, full weight, standard types of high strength 
open web steel joists: “J” series based on a design 
stress in tension of 22,000 psi; and ''H" series based 
on yield strength of 50,000 psi. 


To qualify under these requirements, extensive test- 
ing and engineering studies must be made by the 
Institute before approval is granted. 


Laclede, as one of the first SJl-qualified producers, 
offers delivery on both of these great new structural 
members. They are in production and available now 
in all standard sizes. 


There is no need to accept any non-qualifying substitute. 


New Load and Spacing Tables 
on J-Series and H-Series Joists 


LACLEDE STEEL COMPANY 


Quality Steel for Construction and Industry 64 pages cover load and Spacing figures 
SAINT LOUIS 1, MISSOURI on both joist series in all standard sizes. 
Write for your copy today. 


6208 
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in COncrete 


The best 


a EHH 


At Seattles Century 21 World's Fair 


Space Age meets neo-Gothic 
in a pavilion of 


prestressed concrete! 


Soaring 100 feet above Seattle’s 1962 space age world’s fair, 5 modern 
Gothic arches of concrete give visual focus to the buildings of the United 
States Science Pavilion. 

Here again, concrete effects striking beauty, as well as an advanced 
building technique. All the major components of the buildings are of con- 
crete that has been precast and prestressed. 

The T-unit roof beams reach spans of up to 112 feet. And exposed 
aggregate concrete wall panels rise as high as 52 feet. On two sides of 
the buildings, repeating the Gothic motif, they serve as load bearing stud 
walls. With their facing of white cement and quartzite, the panels give 
the entire complex a look of gleaming freshness. 

Concrete was chosen for most of the Exposition’s permanent build- 


ings . . . added recognition of its practicality and design versatility. 


PORTLAND CEMENT ASSOCIATION 


A national organization to improve and extend the uses of concrete 


The newest forms of con- 
crete everywhere mark 
the Exposition. Typical are 
the petunia-petaled roofs 
of shell concrete for the 
International Exhibits 
buildings. 


Space age monorailis — | 
concrete! Elevated trains, — 
straddling precast con- — ng 
crete beams 3 ft. wide, 5 — — 
ft. deep, rush passengers 

the mile from downtown- 


PS 
EN. Seattle to the Fair, 


U.S. Science Pavilion comprises 6 buildings. Architects: Minoru Yamasaki & Associates, Detroit, Mich.. with 
Naramore, Bain, Brady & Johanson, Seattle, Wash. Engineers: Worthington, Skilling, Helle & Jackson, Seattle, 
Wash. Precast and prestressed concrete: Associated Sand & Gravel Co., Inc., Everett, Wash. General contractor: 
Purvis Construction Co., Spokane, Wash. 
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Directs 
protects 
instructs 
stimulates 
entertains. 
New Bogen 


School 


~ Console 


This is the most versatile aid to education since the blackboard. Playground 
activities, fire drills, announcements, music, current events . . . these are just 
some of the sound sources you can distribute through BocEN's new School 
Console. From a central location, channel programs to any or all classrooms, 
gym, cafeteria, library or study hall. Handsomely styled and precision crafted, 
the BocEN School Console includes powerful amplifier, high fidelity AM/FM tuner, 
superb 4-speed record player, intercom/auxiliary channel, selection and control 
unit for programming or communications, one or more switchbanks for room 
speaker selection, and exclusive BOGEN ''Expand-As-You-Grow'' engineering fea- 
tures. The new School Console from BocEN—for 30 years the world's leading 
designer/producer of quality sound products. 


A DIVISION OF 
THE SIEGLER CORPORATION 
DESK AR-3, PARAMUS, N.J. 
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Required Reading 
continued from page 57 
Technical... 


in and affecting buildings. It is no 
a collection of graphic details, as ii 
the familiar Time-Saver Standard. 
and Graphic Standards. It does hel] 
to fill the existing need for readil 
obtained basic information, edite: 
for the architect, on materials a 
they relate to building. 

The book is not without its faults 
Tied to an alphabetical order, i 
often requires the researcher to lool 
in several places for a complete an 
swer. In an effort to make the bool 
look neat (which it does), the edi 
tors have illustrated it with white 
line drawings on gray tone, some 
what impairing their readability. 

Nonetheless, it should be a very 
useful reference to have around the 
office. 


PRINCIPLES OF MODERN BUILDING 
Vol. II. Department of Scientific anc 
Industrial Research (Building Re 
search Station); dist. in U.S. bi 
British Information Services, 44 
Rockefeller Plaza, New York 20. 18€ 
pp., illus. $3.30. 


Another useful office reference ir 
the field of basic, as opposed to how- 
to, building information is available 
in Volume II of Principles of Mod. 
ern Building, compiled by the Brit. 
ish Building Research Station from 
the fruits of its research. It is вир. 
titled “Floors and Walls.” (Volume 
I, issued two years ago, covered the 
functional performance of the build. 
ing as a whole, and walls.) It wil 
probably be most helpful to stu. 
dents, but both its content and its 
reasonable cost recommend it to the 
office reference shelf. 


MOMENT DISTRIBUTION. A rapi 
method of analysis of rigid-jointec 
structures. By Edgar Lightfoot 
John Wiley & Sons, Inc., 440 Parl 
Ave. South, New York 16. 363 pp. 
illus. $11. 


This text serves, as the author say: 
in his preface, “to explain severa 
new design procedures as a continua 
tion of the work of Cross and Mor 
gan, and also to show some of th: 
various modifications required to al 
low for different structural effects. 


T sting a Leviton switch subjects it to the 

; valent of 20 years of heavy usage. It 

o as on and off 30,100 times under 4 

types of loads. Periodic destructive tests 

о up to 3,000,000 cycles to check reli- 
Jility. 17 separate laboratory tests eval- 

ished switch and all its 

iton maintains one of the 

| gest wiring device testing labs in the 
antry to bring you the safest possibi 

witch at the low- өт: 
t possible price. «- 


ALSYNITE DISTRICT SALES OFFICES: 


J EH‏ مکو 


+ 
{ 
E 


ATLANTA E CHICAGO Ш COLUMBUS E DALLAS Ш DENVER E HONOLULU 
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"m HOUSTON 


WORK WITH LIGHT and ALSYNITE 


Sample the solutions that come to light when you mix im- 
agination and translucent Alsynite. By day, even cavernous 
interiors open up to the spacious natural light—but diffused 
and glare-free. By night, Alsynite gives special emphasis to 
backlighting. In commercial, industrial or institutional work, 
it meets the practical objective of daylighting with contempo- 


rary appearance. Wherever you use it, watch it work with other 


ALSYNITE a 


TRANSLUCENT PANELS 


materials to enrich color, form and texture. And shatterproof 
Alsynite is reinforced with millions of glass fibers...elimi- 
nates breakage, cuts maintenance. Premium quality you can 
use with assurance, backed by the world-wide resources of 
RCI, a great name in chemicals. For complete specifications, 
consult Sweets Catalog File 7d/AL. Or for free literature, 
write Alsynite, Department AR-362, San Diego 9, California. 


A DIVISION OF REICHHOLD CHEMICALS, INC. 


At the Seattle World's Fair 


2 


4 ^ 3 4! 
ттк жа М ШО ШЇ р 
хады j 


ee d 


In Schools and Institutions 


In Commercial Applications 


Р 


ANSAS CITY B LOS ANGELES @ PATERSON Ш PHILADELPHIA Ш SAN DIEGO Ш SAN FRANCISCO Ш SEATTLE В ST. PAUL E TAMPA 
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SHOWN HERE: THE ORIGINAL STAINLESS STEEL EXIT 
DEVICE. THE VON DUPRIN 66...IN RIM, MORTISE LOCK 
AND VERTICAL ROD MODELS. ALSO IN BRONZE. WRITE 
FOR YOUR FREE COPY OF VON DUPRIN BULLETIN 581. 


Won ирип. 


First name in exit hardware... 
last word in design and craftsmanship! | 


The clean, classic look of stainless steel . . . the warmth and charm of color-coordinated 
units . . . the finest accessories and trim . . . all that's new and noteworthy in exit 
hardware design comes to you from Von Duprin. And, behind the design, there is 
traditional Von Duprin craftsmanship. Every Von Duprin device can be trusted to 
provide “the safe way out" . . . no matter how often.or how seldom used. Always 
specify Von Duprin . . . for exit devices that look right and ork right! 


VON DUPRIN DIVISION - VONNEGUT HARDWARE CO. - INDIANAPOLIS 25, INDIANA 
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A TROPICAL (and topical) GLANCE AT TERNE ... 
Architects throughout America are rediscovering this time-tested roofing metal, are finding 
it almost uniquely adapted to the special idiom of contemporary design. For terne allows 
form and color to become an integral part of the visually significant roof. But while this 
is its most notable characteristic, terne has various supplemental advantages in relationship 
to specific environments. As in subtropical and tropical climates, for example, where its 
reflectivity is such that a white terne roof will absorb less than twenty-five percent of solar 
heat. And terne is virtually immune to salt-water corrosion, is normally unaffected by 
winds of hurricane velocity. May we send you the substantiating evidence? | 


WAIKIKI BEACH CENTER, HONOLULU, HAWAII Architect: Dennis & Slavsky, AIA 
General Contractor: Nakakura Construction Company 
Roofing Contractor: T. Arita Plumbing & Sheet Metal Company 


Follansbee is the world's pioneer producer of seamless terne roofing. 


New General Electric FLEXWAY Wiring offers gre 
flexibility... meets tomorrow's needs as easily as today's 


Installs whenever, wherever wanted — On, not IN — any type of wall 


New G-E FLEXW AY * Wiring runs almost anywhere 
—surface-mounted in a small, neat steel raceway that 
becomes a baseboard, door casing, chair rail, or vertical 
riser. It is ideal for commercial and industrial buildings, 
because of its flexibility in meeting changing needs— 


Switches and outlets can be located 
wherever needed, in General Electric 
Flexway Wiring. Devices fit onto a base 
channel, and the spaces between them are 
closed with raceway covers, easily cut to 
length with a special tool. 


*Trade-mark of General El2ctric Co. 


Outlets can be added or moved at any 
time, without cutting or stripping wires! 
G-E Flexway Wiring outlets have insula- 
tion-piercing, clamp-type terminals that 
make automatic "loop" connections any- 
where along insulated wires. 


Progress /s Ovr Most /mportant Product 


GENERAL 3) ELECTRIC 
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and for homes built with new prefab components (like 
sandwich panels )—where in-wall wiring is impractical. 

General Electric Flexway Wiring is U.L.-listed; a 
safer, rugged grounding system. (15A, 125V—20A, 
125V—and 15A, 250V grounding outlets available.) 


An offset screwdriver lays any part of 


the system open, quickly, for replace- 
ments or additions. Write for details on 
new G-E Flexway Wiring, to: General 
Electric Company, Wiring Device Depart- 
ment, Providence 7, Rhode Island. 


ET S 
Comey” 

AM vA C, 
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“business must help 
win the battle 
for higher education” 


“Regardless of the strengths and attributes 
our nation possesses, 1] we fall behind in the 
field of education, we will fall behind as a world 
power. 

“Our scientific, cultural and economic 
growth—and our political strength—will de- 
pend largely upon the educational facilities we 
make available to our youth. We owe it to our- 
selves as a mation; we owe it to our young people 
who will inherit this nation to provide the 
financial aid that will make our institutions of 
higher learning second to none in the world. 
This is of vital importance to our business 
community. 

“Business must put its support on the line 
to help win the battle for higher education.” 


Published as a public service 
in cooperation with The Advertising Council and 
the Council for Financial Aid to Education 


ALFRED P. SLOAN, JR. 


Honorary Chairman of the Board 
General Motors Corporation 


Today many of our colleges are over- 
crowded. In ten years, applications will 
have doubled and we will be faced with 
an even more serious crisis in our insti- 
tutions of higher learning. We will need 
more and better college classrooms, 
many more well-equipped college labo- 
ratories and thousands more of the most 
dedicated and well-trained professors. 

Only increased financial aid will pro- 
vide our young people with the best col- 
lege facilities. Only increased financial 
aid will keep our finest minds from leav- 
ing the teaching profession. 


For additional information on the 
crisis faced by higher education write 
to: Higher Education, Box 36, Times 
Square Station, New York 36, N. Y. 


HIGHER EDUCATION 


KESP IT BRIGHT 
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POWER OPERATED Jamison Electroglide doors are now listed under Re-examination 
Service of Underwriters’ Laboratories, Inc. to meet the highest standards of electrical safety. 


Jamison ELECTROGLIDE® doors for Cooler, 
Freezer and Industrial use now carry the UL marker 


RAPID OPENING AND CLOSI NG of Jamison Electro- 
glide speeds traffic, saves refrigeration. Single leaf and 
bi-parting doors available. 
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ANOTHER JAMISON FIRST 


JAMISON ELECTROGLIDE doors are the 
first electrically powered refrigerator doors to 
carry the Underwriters’ Laboratories marker. 
This is your assurance that Electroglide is de- 
signed and built to meet local code require- 
ments that call for the UL marker. 


The cost-cutting advantages of Jamison Electro- 
glide are being demonstrated in all types of 
installations. Wherever there is a problem of 
high volume traffic, Electroglide accelerates 
truck or personnel movement with instant 
automatic opening and closing. 


Information on Electroglide—for cooler, freezer 
or industrial use—is available in a new bulletin 
from Jamison Cold Storage Door Company, 
Hagerstown, Md. 


JAMISON 


COLD STORAGE DOORS 


ia Maximum use of space... exceptional durability... minimum 
Craftsmanship maintenance... functional convenience... efficient arrangement 
... pleasing esthetic values—these are the factors that are 
immediately apparent in casework systems custom -created for 


leads to economy... =" cranes 


St. Charles units are available in a variety of dimensions not 
always found in hospital casework. This provides production 
savings— greater flexibility and adaptability. Of course, all units 
are made to order and special dimensions are furnished 


in casework systems — 1 
Bl The best of modern hospital planning starts with attention to 
custom-created every management and construction detail. Calling on the 


experience and know-how of St. Charles right from the start will 


by St Charles help 390 кы the кила interiors you want for your 
hospital or addition with greatest long-run economy. 


M" 
Vs VA A RN tnit 
МАМАНА: 


AAA AAA AAA AAA SA AAA NASA, 
AA AAA AMAA AAA RA AAA AAA ARMATA MAR 


AMAA 


St Charles Hospital Gasework Division 


St. Charles Manufacturing Co., Dept. HP-1, St. Charles, Illinois 


“St. Charles Hospital Casework,” 
a descriptive booklet, is available 
at request on your letterhead. 


ALCOA V-BEAM ROOFING 
TAKES LESS FRAMING, LEAST CARE! 


Roof with Alcoa® V-Beam and save! Made tough 
and thick, it spans wide-spaced purlins to save 
material. Lightweight panels as long as 30 ft cut 
building time and costs, minimize end laps for hand- 
some good looks. Alcoa Aluminum — naturally long- 
lived—rarely needs maintenance despite weather, 
smoke and fumes. 

In natural aluminum or any of 11 colorful Aluma- 
lure? finishes, Alcoa V-Beam Roofing and Siding 
now comes in three thicknesses, including new .032 
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gage and .050 gage. For data, call your Alcoa sales 
office nearby, or write: Aluminum Company of 
America, 819-C Alcoa Building, Pittsburgh 19, Pa. 


Entertainment at Its Best... ALCOA PREMIERE 
with Fred Astaire as Host... Tuesday Evenings, ABC-TV 


ALUMINUM COMPANY OF AMERICA 


| 


Í i 
| | 
H l | ' 


HOW A PITTSBURGH HILLSIDE INSPIRED A NATCO VITRITILE WALL DESIGN 


When the advertising agency of Ketchum, 
MacLeod and Grove, Inc. recently moved its head- 
quarters into the new Gateway Four Building in 
Pittsburgh, Pennsylvania, managing art director 
Ed Hall was given the assignment of designing the 
employees' canteen. 

On one of the walls Mr. Hall used a colorful selec- 
tion of ceramic glazed Natco Vitritile units as an 
“art medium" to symbolize a typical Pittsburgh 
scene...the town houses which appear to be hap- 


hazardly stacked along the city's steep hillsides. 

The pleasing result of the Vitritile mural-wall is 
shown in the photograph above. 

Ceramic glazed Natco Vitritile is a genuine, load- 
bearing clay tile product that will always retain its 
original “new look." Vitritile—available in 44 
standard and accent colors—offers an unlimited 
choice of modern color combinations. 

Why not use Vitritile to enhance the beauty of 
your next new building? 


Today's idea becomes tomorrow’s showplace. . 


n atc Q corporation 


. when Natco Structural clay products are in the picture 


GENERAL OFFICES: 327 Fifth Avenue, Pittsburgh 22, Pennsylvania . . . Branch Offices: 
Boston e Chicago » Detroit e Houston e New York e Philadelphia e Pittsburgh e Syracuse 
Birmingham, Ala. e Brazil, Ind. . . . IN CANADA: Natco Clay Products Limited, Toronto 


221 | 
| " Left: Quaint, vari- , 
1 
? Ё 8: i colored town houses | es 
! чай. stacked along a hill- I 
side is a familar | 


me Е | 
4 ms a. J, Pittsburgh scene. Il 
Right: 334" x 5e" x 
1134" ceramic-glazed Il 
Vitritile unit similar | 
to those used in the il 
KM&G mural-wall. || 
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FOR SAFER, MORE COMFORTABLE, ENJOYABLE 


Meee TALK-A-PHONE 


ALL TRANSISTOR 
HOME INTERCOM-RADIO SYSTEM 


Everyone in the family will enjoy the comfort, convenience, and peace 
of mind this system provides. From any room іп the house you сап... 

e Listen-in on baby, children, or sick room. 

e Answer outside doors without opening door to strangers. 

* Talk to anyone—upstairs and downstairs, inside and out. 

e Enjoy radio in every room with the simple flick-of-a-switch. 
Distinctively styled. Beautifully finished in richly blended gold, polished 


and satin silver tones. Easily installed in any home. Built-in and 
surface-mounted models available. Write for complete information. 


World Honored for Style, Quality, and Dependability, 


TALK-A-PHONE СО. 
Dept. AR-3 5013 N. Kedzie Ave., Chicago 25, Illinois 


A.LA. 
File No. 
31-i-51 


8 


HEAT LOSSES 
REFRIGERATION LOSSES 
TRAFFIC DELAY 
ACCIDENTS—ABSENTEEISM 
EXPENSIVE MAINTENANCE 


McGuire heavy duty rubber doors 
are flexible, self-closing, airtight, built to give long, 
trouble-free service in heaviest traffic. 

Available also in neoprene and in translucent PVC 
plastic. Specified by leading architects, Guaranteed. 


"* Meur^ E 


In Canada: 1165 F.......... 


Company Inc. Box 265 
Champlain, New York 


, Montreal 19 
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ELECTRIC 
HOT WATER HE. 


[32,500,000 BT. _ 


)R WRITE FOR COPY 


PRECISION 


ELECTRIC HOT WATER HEATING BOILER 


COMPLETE UNIT READY FOR INSTALLATION 


with circulation hot water system and water 
chiller for year-round air conditioning. 


CONVERSION EASILY ACCOMPLISHED 


where other type fuels now used. Suited for 
home, churches, motels, apartments, hotels, 
hospitals, commercial buildings, swimming pools, 
snow melting and domestic hot water for large 
users. Temperature range — 60 to 250 degrees. 
Equipped with Sequence and Proportional Con- 
trols when desired. 


e Every unit tested and inspected 40,948 to 2,500,000 B.T.U. 
Output. 


e All Boilers meet the requirements of the ASME Boiler 
and Pressure Vessel Code. Natl. Board approved. 


No chimney! No odors! No flame! No ducts! No noise! 


Write for complete 
specifications and prices 


CISION parts 


corporation 
400- AR NORTH FIRST STREET 
NASHVILLE 7, TENNESSEE 
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Now... 


A dramatic texture in glass has been captured in Mississippi’s new HERRINGBONE. 
A linear pattern of jewel-like radiance, its contrasting light and dark stripes and 
arresting diagonal configuration combine with perfection of finish to provide fresh- 
ness, individuality and charm... all the attributes you want in translucent, light 


diffusing glass of highest quality. 
* Patent applied for 


Produced by 


MISSISSIPPI GLASS COMPANY 


88 Angelica Street e St. Louis 7, Missouri 
NEW YORK CHICAGO FULLERTON, CALIF. 
WORLD’S LARGEST MANUFACTURER OF ROLLED, FIGURED AND WIRED GLASS 


SERERE 


ERINGLONE | 
GLASS... — | 


New Decorative 
Р Пет by 
Mississippi 

sets the pace for 
the Smartest 
Interiors 


Architects, designers and decorators will 
discover in the warm, glowing beauty of 
Herringbone a versatile glass that never loses 


E - 


its individuality. Recommended for use in 
partitions, separation of living areas in the 
modern home, commercial installations and 
wherever else transmitted light should become 
a vibrant, interesting part of the 

decorating scheme. 


For beauty, utility and variety unmatched by 
any other glazing medium, specify Mississippi 
Glass. Available in a wide variety of patterns 
wired and unwired at better distributors 
everywhere. 


* Patent Applied For 4 е 


catalos Go 


MISSISSIPPI NEW CATALOG 
GLASS C O M P A N Y 
88 Angelica Street • St. Louis 7, Missouri 


Distributors in Principal Cities of the United States and Canada 


KEEP ( 
AMERICAN WORKERS BUSY 
BUY... 
UNITED STATES GOODS, 


Holds 9,385 times its own weight. 


The fastener you see is a Ramset 
#3601. It weighs a scant 120 grains, 
red tip and all. 

Because we’re a conservative lot— 
and build in safety factor upon safety 
factor—we rate its designed holding 
power at 160 pounds, anchored in 
3,500 psi concrete. Almost 10,000 
times its own weight. 


Permanently. 


(In a series of controlled tests, our 
austempered Eye Pin averaged 2,000 
pounds holding power in tension. Al- 
most 120,000 times its weight. Hmmm. 
Move over Archimedes. With a big 
enough fastener, we could hold the 
world.) 

Astonishingly enough, Ramset pow- 
der-driven fasteners do their job with 


incredible speed. “In place" in less 
than 30 seconds. For setting an Eye 
Pin. For fastening steel to concrete or 
steel, wood to concrete or steel. 

For a copy of our informative, 48 
page “Fastener Handbook," with 
specifications and recommended ap- 
plications, simply drop us a line on 


` your company letterhead. 


Ramset WINCHE STER-WESTERN DIVISION vlin 


01-C Winchester Ave.,New Haven 4, Conn. 
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New NABISCO Building, Chicago, Illinois. Engineers and General Contractors were Ragnar Benson, 
Inc., Chicago. Consulting Structural Engineers: Paul Rogers & Associates, Inc., Chicago. 


t o mini 


Hot ovens hundreds of feet long cause serious expan- 
sion problems in the floors of large bakeries. In the new 
NABISCO plant in Chicago, about 540 feet of the build- 
ing had to be built without any expansion joints. This 
was necessary for two reasons. First, expansion joints 
are undesirable within the length of the ovens. Second, 
the joints are unsanitary in a food plant. 

To assure a safe and stable structure, all temperature 
stresses had to be taken up internally. This was done by 
reinforcing the floors top and bottom with high-tensile 
USS American Structural Wire Fabric. 

Installation costs were reduced because the reinforc- 
ing steel was placed in large sheets, eliminating tedious 
piece-by-piece tying. Sheets were generally 8/10” cc of 


N A CO ant 


longitudinal wires, by 23’6’ tip to tip. Longitudinal wires 
were 0.4615” in diameter and transverse wires were 
0.3625” diameter and spaced 6” on centers. 


The cold drawn wire in USS American Structural Wire 
Fabric has a minimum yield strength of 60,000 psi 
which permits a design stress of 30,000 psi and gives a 
substantial safety factor against possible overloads. 
The amount of reinforcing steel required is reduced by 
almost 3096 compared to conventional reinforcing bars. 
If you are not already receiving our technical bulletins 
on Structural Wire Fabric, write on your letterhead to 
American Steel and Wire, Dept. 2147, Rockefeller 
Bldg., Cleveland 13, Ohio. USS and American are registered trademarks 


Innovators in Wire 


American Steel and Wire 
Division of 
United States Steel 


One sheet of fabric, typically 8'10" x 23'6" for 
the entire positive steel of a span, is handled 
and placed as a unit. Weight about 450 Ibs. 


Two layers of steel fabric on 6" centers help 
keep expansion and contraction to a mini- 
mum in heated floors. 


The Record Reports 


GROPIUS ASKS CREATIVE EDUCATION FOR PUBLIC AND ARTIST ALIKE 
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You don’t need this 


...Under this...any more! 


Ш No longer is a concrete foundation 
required under a Troy WX? Washer- 
Extractor. These highly-efficient units 
can now be installed on any type of 
floor strong enough to support them. 
First, second or twenty-second floor— 
it makes no difference. 

The reason: 1) The Troy WX ex- 
tracts at a moderate R.P.M. because 
live steam is introduced in order to 
raise load temperatures and reduce 
moisture retention to an optimum 4276. 
2) Troy's heavy back-plate on the cylin- 
der serves as a balancing wheel. 3) The 


AMETEK 


In a speech accepting the $20,000 
Kaufmann International Design 
Award in January, Walter Gro- 
pius asked, “Can we . . . supply the 
young generation with the resilience, 
the independent judgment and the 
moral stamina which would enable 
them to rise above the cloud of fake 
values which is smothering us?" 
“You may say that I am repeating 


WX distributes its load evenly just prior 
to extraction by means ofa specialinter- 
mediate speed during drainage of water. 
4) Troy's exclusive torsion bar suspen- 
sion is also available to positively elim- 
inate special vibration problems. 


The significance: Troy designs 
power laundry equipment with interest- 
ing advantages. Complete planning 
service is available. For specific infor- 
mation write directly to Troy... call 
your Troy representative . . . see the 
Troy catalog in Sweet's. 


TROY LAUNDRY MACHINERY 


A DIVISION OF АМЕТЕК, INC. 


EAST MOLINE, ILLINOIS 
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myself when my answer is again: 
more intensified education. We cannot 
hope, at this point, to regain lost 
ground by expecting gradual im- 
provement to come from the slow- 
moving, natural adjustment of hu- 
man nature to the impact of events: 
events have a tendency these days tc 
run us down faster than we can re- 
spond to them unless we manage tc 
make education into a force that doe: 
not only sharpen and illuminate the 
mind, but also forms the sensibilities 
and guides eye and hand as well. This 
kind of education we had until now 
reserved for the artist, but, if we can. 
not give at least its foundations tc 
everybody, the gulf between him anc 
the people will remain unbridged. Ii 
we congratulate ourselves today or 
the strides that have been made ir 
releasing the young artist from the 
bondage in which he was formerly 
held by having to follow the methods 
and recipes of his teacher, we must 
realize that the greater part of the 
task is still before us: namely, to give 
to the average young person, righi 
from the beginning of his schooling 
a visual training based on objective 
principles, i.e., on the laws of nature 
and the psychology of man. Standing 
on such a sound foundation, the gift. 
ed individual will find his personal in. 
terpretation, but artists and public 
alike must start out from the same 
premises of universal validity, onl; 
then will creativity of the maker finc 
the response of the user." 


Beranek Receives Award 
from Acoustical Society 


Dr. Leo L. Beranek, president o: 
Bolt Beranek and Newman, Inc. 
Cambridge, Mass., has received th 
Wallace Clement Sabine Award o 
the Acoustical Society of Americ 
for his “internationally recognize 
achievements in all phases of archi 
tectural acoustics.” | 

The Sabine Award citation read 
“For twenty years he has brilliantl 
served his field as scientist, teache 
and supervisor of student research 
author of outstanding books an 
consultant to architects. His pu 
lished works include major contrib 
tions on acoustical measurement 
anechoic chambers, acoustic mat 


continued on page 1 


this 
beautiful - 
roof - 


Without 
the 
cost 
of 
Slate 


Not only does this roof have the magnificent slate look 
traditionally associated with churches, but it is heavy, 
protective, and safe. The Bird 18” King-Tab Architect 
Shingle in the famous Gothic Slate Blende color conforms 
perfectly to the most exacting concepts of church design. 


UNIFORMITY OF SURFAGING in even distribution of jumbo 
granules is controlled in manufacture, so there is no unsightly 
application on the site. 

GREATER SAFETY, TRIPLE PROTECTION: 300 lbs. per square, 
thick as standard slate; and 3 full layers of protection at every 
point, with 5” exposure. 

SAFE FOR LOW SLOPE ROOFS TOO: roofs pitched as low as 
2” in 12” are completely safe with this coverage. 


SAINT POLYCARP CHURCH, CARMI, ILL., Rev. Clement P. Dirler, pastor. 
R. F. Rodriquez, designer; J. C. McEwen, architect; V. O. Prouart Construction 
Co., Pinckneyville, IIl., builder. 


Architect Shin gles ® 


FOR EXTRA WIND PROTECTION 
SPECIFY THE NEW BIRD 300 LB. SEAL KING 


See specifications in SWEETS FILE Sco or = 
or write BIRD & SON, INC. 
BOX AR-32, East Walpole, Mass. 
Charleston, S. C. • Shreveport, La. 
Chicago, Ill. 
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tile that cant spread fire 


PYRO-CHEM PROTECTION 


LISTED 


First time ever! Incombustible tile safety 
at “woodfiber tile" prices! 


Underwriters’ Laboratories, Inc., inspects and labels 
Simpson PCP ceiling tiles. Like mineral tile, Simpson PCP 
has a Type 1 flame spread rating of less than 25. 


In many ceiling installations PCP woodfiber tiles are 
now replacing mineral tiles that cost up to 50% more. 


Pyro-Chem Protection is an exclusive Simpson process. 
Not just a surface treatment, every fiber throughout the tile 
is impregnated with special PCP fire-proofing chemicals. 


Simpson PCP Acoustical tiles are not only safe and 
economical, they are acoustically efficient: NRC ratings up 
to 70. Room-to-room attenuation factors average 37.6- 
41.5 db. Available in 4 beautiful Forestone? sculptured 
textures and 2 perforated designs. 


Check the Yellow Pages under "Acoustical" for your 
nearest Simpson Certified Contractor. Or write today for 
PCP samples and detailed information. 


Од 00 0 


name in cereals chooses 


Mlatko the quality name 


in air conditioning 


World-famous Kellogg cereals are produced under conditions of 
incredibly strict cleanliness and quality control. To maintain its 
reputation for excellence built over more than half a century, Kellogg 
demands the highest standards of construction and performance 
from the equipment in its many plants at home and overseas. 


The Marlo central station air conditioning units chosen for the 
Kellogg plants at Battle Creek, Memphis and Omaha were, of 
course, no exception. These gleaming white units, in sizes up to 
40,000 cfm each, are serving in production areas and quality 
control laboratories. Quietly and efficiently, they provide auto- 
matically regulated cooling in summer and heating in winter, 


The Marlo representative in your area, or the home office in St. Louis, 
can supply complete information on the broad line of Marlo 
products for comfort and process air conditioning and heat transfer. 


MARLO coil co. 


Quality Air Conditioning and Heat Transfer Equipment Since 1925 
ST. LOUIS 11, MISSOURI 


WORLD-WIDE DISTRIBUTION e Marlo International Ltd. P.O. Box Vaduz 34679 Vaduz Furstentum Liechtenstein 6108 
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unique, пе 


B JENSOD dual-panels 


derwindow enclosures... 


combine beauty and design flexibility 


New Buensod dual-panels, a dramatic advance in under- 
window enclosure panels and sills, meet your architectural 
requirements. Each panel is a sandwich of two sheets of 
metal over a honeycomb core. The front surface can be 
given practically any finish desired. Standard treatments 
include striking wood veneers, brushed stainless steel, 
anodized aluminum or prime coated ready for paint. 
These can be combined to match or contrast with sill 


BUENSOD-STACEY CORP. 
45 West 18th St., New York 11, N. Y. 


Manufactured Products Division 
Subsidiary of Aeronca Manufacturing Corporation | 


modules in handsome fashion. Dual-panels fit flush and are 
held in place by hidden magnetic locks—no knobs, keys, 
bolts, screws or slots. Removal is accomplished by the 
momentary application of a suction cup (as shown). Con- 
sider lightweight, easy-to-install dual-panels and sills for 
your next enclosure installation. For complete details and 
specifications, write for free, illustrated, full-color 
brochure #MP-10. 
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11% miles of steel pipe 
... and every inch 
has to be right 
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Pittsburgh’s gleaming new Auditorium, with its 
movable Stainless Steel roof, is now open. The 
world famous Ice Capades were the first attrac- 
tion, and professional hockey returned to the city 
to cavort on the Auditorium’s ice rink, which has 
some 1144 miles of USS National Pipe underneath. 

For quick freezing of the ice, temperatures will 
go down around —42°F., although specifications 
called for a temperature of “only” —16°F. The 
system uses a calcium chloride brine solution 
with 1.25 specific gravity, and it is a 25.9% solu- 
tion. The steel pipe used in the coils was 114" 
standard and extra strong;the reverse header pipe 


Architect: Mitchell & Ritchey, Pittsburgh, Pa. Mechanical Contractor: Limbach Company, Pittsburgh, Pa. Supply House: Crane Supply Company, Pittsburgh, Pa. 


consisted of over 600 feet of 4” through 10” pipe. 
In a big commercial operation like this, the pipe 
nas to be dependable or the show doesn't go on. 
That's one good reason they specified USS 
National Pipe. If you need top-quality steel pipe 
for ice skating rinks, snow melting and radiant- 
eating installations, or for any type of building 
or industrial application, be sure you get USS 
National Pipe. For further information, or assist- 
ance with any pipe problem, write National Tube 
Jivision, United States Steel, 525 William Penn 
lace, Pittsburgh 30, Pennsylvania. USS and 
National are registered trademarks. | 


National Tube 
Division of 
United States Steel 


Columbia-Geneva Steel Division, San Francisco, 
Pacific Coast Distributors 


United States Steel Export Company, New York 
This mark tells you a product 
is made of modern, dependable Steel. 
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Accent on Flexibility Ф RIMCO Windows 


RIMCO WOOD WINDOWS offer greater design freedom in the 
homes you create. A wide range of styles and sizes comple- 
ment your most imaginative architectural requirements. 
Complete harmonization with various materials is possible, 
too, when you plan with RIMCO windows of wood. See for 
yourself! For complete details and specifications, check 
Sweet’s Light Construction File, send for new stimulating 


* Accent on Windows" booklet by FRE MECO 
® 


Rock Island Millwork Company, Manufacturing Division, Dept. 2AR2, Rock Island, III. 


ARCHITECTURAL RECORD March 1962 


CENTER OF ATTRACTION...OR NOISY DISTRACTION? 


НЕ’! have a much better chance of being listened to with real attention if you specify or include a really modern, effec- 
tive sound system in his building's conference rooms and meeting places. Here are some of the reasons why the best 
sound and communications systems bear the name STROMBERG-CARLSON.? m All of the components of your system will be 
custom-matched...designed right from the beginning to work together to minimize engineering and installation time 
...to provide the finest total system results. You can pick from the widest line of components —or systems — because 
STROMBERG-CARLSON is the most complete line of communication products for business, industry and institutions. m Un- 
surpassed field and factory technical assistance...anytime...any place. ш A STROMBERG-CARLSON system is backed by 
more than 65 years of unsurpassed competence in sound engineering. m Want more details or data sheets? Or do you 
have specific questions? Write: General Dynamics/Electronics-Rochester, Box Н, 1403 N. Goodman St., Rochester 1, N.Y. 


GENERAL DYNAMICS | ELEC 
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` FLINTKOT 


Hw TT 
INSULROCK 


With its Outstanding Roof Deck Features 
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America's Finest Roof Deck 


DISTRIBUTORS 


FORMULA FOR YOUR 
MOST SUCCESSFUL JOBS 


Specify FLINTKOTE 
— INSULROCK 
= r \ To Get The Foremost 
Ss Team In Modern 
Roof Deck Construction 


Your reputation stands ир... your buildings stand out... when 
you specify the best backed by the best. 


Flintkote Insulrock reliability goes hand in glove with the special 
skill and competance of every Insulrock architectural representa- 
tive. Some are the biggest . . . all are the finest in the business— 
firms strong on experience and integrity, ready to help with 
the right answers and follow-through on Insulrock Roof Deck 
applications. 


That's A Big Reason for Steadily Growing Use of Insulrock Roof 
Decks! Your recognition of structural wood-fiber products as 
modern building components has brought up a new industry, now 
substantial in size and stature. Through constant research and 
development, coupled with strict control of uniformly high qual- 
ity and unsurpassed nation-wide service, Flintkote Insulrock has 
established itself as the leading single-unit wood-fiber roof deck. 


For Beauty That Stands Up Through The Years... 


Specify INSULROCK 
Architectural Representatives in Principal Cities 


® 
THE FLINTKOTE COMPANY FLINTKOTE 
INSULROCK DIVISION 7 
EXECUTIVE OFFICES: New York, М. Ү. Manufacturer of 
GENERAL SALES OFFICE: Richmond, Virginia America’s Broadest Line 
PLANTS: North Judson, Indiana; Richmond, Virginia of Building Products 


DISTRICT SALES OFFICES: Chicago, Ill.; Cleveland, Ohio; 
Dallas, Texas; Greensboro, М. C.; Los Angeles, Calif.; 
Philadelphia, Pa.; Seattle, Wash. 


PANEL LIFT 


THE NEW, ALL-STEEL 


ELECTRICALLY-OPERATED 


GARAGE DOOR 


Supports its 
own weight! 


TOTAL WEIGHT 
RESTS HERE! 


PANEL-LIFT DOORS HANG 


NO 


STRESS ON STRUCTURE WALLS! 


e The horizontal, heavy-gauge 
steel PANEL-LIFT Panels lift up 
much like a venetian blind, to 
nest compactly at the top of the 
door aperture. There are по space- 
wasting overhead tracks, springs 


or counter-weights. 


No other door allows so much 
uncluttered overhead clearance 


to save you construction, light- 


Lowest-Priced, Most Durable 


ELECTRICALLY-OPERATED DOOR EVER MADE 
for Residential or Commercial Use. 


PANEL'LIFT DOOR CORPORATION 


1724 CHESTNUT STREET, PHILADELPHIA 3, PA. 


ing and ventilation cost. Even 
where there is no overhead space, 
PANEL-LIFT may be erected 
against a commercial building 
exterior with no structural alter- 
ation. Architectsandengineersin- 
creasingly specify PANEL-LIFT. 


Write today for complete de- 
tails and specifications! Address 
Dept. AR-362. 


PENDING 
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The Record Reports 


continued from page 92 


rials, building structures, noise con- 
trol, psychoacoustic criteria, sound 
systems, broadcast studies, assembly 
rooms and the world’s great concert 
halls. As leader of men, he had di- 
rected laboratories in two of Amer- 
ica’s famous universities and heads 
a research and consulting firm. 

The firm which Dr. Beranek heads 
is comprised of a group of scientists 
and engineers engaged in research, 
consultation and product develop- 
ment in acoustics and many other 
areas of pure and applied science. 

Recipient of the Doctor of Science 
degree in physics from Harvard, he 
served as Director of the Harvard 
Electro - Acoustic Laboratory from 
1940 to 1946 and organized studies 
on airborne acoustics during World 
War II. He also formed the Systems 
Research Laboratory at Harvard 
during the war to combat the threat 
from Japanese Kamikaze planes. He 
was Technical Director of the Acous- 
tics Laboratory at M.I.T. from 1947 
to 1954. 

He was an instructor and assist- 
ant professor at Harvard, held the 
rank of associate professor at M.I.T., 
where he is now a lecturer, and was 
a visiting professor at the University 
of Buenos Aires. He has lectured 
on acoustics in London, Zurich, 
Prague, Warsaw, Moscow, Finland 
and Switzerland, and for several 
summers directed a special program 
on noise reduction at M.I.T. 


Architects Develop Pilot 
Plan for Jamaica, N.Y. 


A. Pilot Plan, designed to serve as a 
conceptual guide to the future de- 
velopment in Jamaica, N.Y. during 
the next 20 years has been completed 
by the firm of Brown and Guenther- 
Candeub and Fleissig, Planning Con- 
sultants. 

The initial concept of the plan was 
developed by the Jamaica Chamber 
of Commerce, which raised the nec- 
essary funds to pay for the study. 
Responsible for the development of 
the plan were the Jamaica Urban Re- 
newel Steering Committee, spon- 
sored by the Jamaica Chamber of 
Commerce, Inc, the Jamaica Mer- 
chants Bureau and the Jamaica Real 

continued on page 112 


Award-winning home 
defeats Southwest’s 
glare and winds 
with modern concrete 


= 


m design "— winner, 1961 Concreta Industries Horizon Homes Program. rihe Peters cdi Fields, AIA 


In this snug desert home in Odessa, Texas, the architect has dem- 
onstrated the ability of concrete to fit the needs of design and locale. 
Patterned concrete masonry walls of the house itself are extended to 
enfold outdoor living areas. Protection is achieved with high 
decorative interest. 

Used alone or blended with other materials, concrete offers 
today's architects structural efficiency and unlimited design oppor- 
tunity. Readily formed, textured, colored, patterned to structural 


and decorative ideas, concrete is infinitely versatile . . . truly, Exposed aggregate concrete fireplace adds 
drama to high-peaked living room. The dis- 

| f | Д tinctive detailing of interior walls is repeated 
Industries Horizon Homes Program. VY with variations in outdoor areas. 


the material of modern construction. Plan to enter the 1962 Concrete 


PORTLAND CEMENT ASSOCIATION 4 national organization to improve and extend the uses of concrete 
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quare D--whei уе; 


cocktail eines and observation deck 


SQUARE T) COMPANY 
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lectricity is distributed and controlled 


(07 LD'S NEWEST, LARGEST 
FORT FUELING SYSTEMS 


Now in operation by Standard Oil Company of California, 
Western Operations, Inc., this pipeline network, direct to 
flight lines, was designed to serve the special needs of the new 
International Airport’s widespread complex of jet terminal 
buildings. Planes are fueled from sub-surface hydrants which 
are supplied by Standard’s new underground “tank farm" of 
twenty 39,000-gallon tanks. 

Heart of this installation is a Square D norpak static 
control center which automatically controls line pressures, 
flow rates and fueling sequences. 


« At left - The complete 
control system in- 
cludes metering equip- 
ment, circuit protec- 
tion, motor starters 
and the NORpak static 
switching unit in mod- 
ular control center 
construction. 


At right The NORpak 
static switching unit 
continuously moni- 
tors and controls all 
functions of the fuel- 
ing system. 


EXECUTIVE OFFICES * PARK RIDGE, ILLINOIS 


i olek LINE 


GS 


OF ELECTRICAL - 
DISTRIBUTION AND 
CONTROL EQUIPMENT 


ADJUSTABLE SPEED DRIVES 
BUSWAYS & WIREWAYS 

CIRCUIT BREAKERS 

CONTROL CENTERS 

CRANE & HOIST CONTROL 
DISTRIBUTION SWITCHBOARDS 
ELECTRIC TRUCK CONTROL 

HIGH VOLTAGE CONTROL 
LAUNDRY CONTROL 

LIFTING MAGNETS 

LIGHTING AND POWER PANELBOARDS 
LIMIT AND FOOT SWITCHES 
MACHINE TOOL CONTROL 
MAGNETIC BRAKES 

METER MOUNTINGS 

MOTOR STARTERS 

PRESS CONTROL 

PRESSURE, FLOAT, & VACUUM SWITCHES 
PUSHBUTTONS 

RELAYS AND CONTACTORS 
RESISTORS 

SAFETY SWITCHES 

SERVICE ENTRANCE EQUIPMENT 
STAGE DIMMERBOARDS 

STATIC CONTROL 

STEEL MILL CONTROL 
SWITCHGEAR & UNIT SUBSTATIONS 
SYNCHRONOUS MOTOR CONTROL 
TERMINAL BLOCKS 

TEXTILE MACHINE CONTROL 
TIMERS 

UNDERFLOOR DUCT 

VOLTAGE TESTERS 

WELDER CONTROL 
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SANYMETAL TOILET COMPARTMENTS * Lowest In-Place Cost+++ Minimum Maintenance • • • Longest Life 


LET'S 
DISCUSS 


STEEL 


A great deal of discussion continues throughout the steel partition industry concerning 
finishes and coatings. This is as it should be because these elements control the appearance, 
quality and useful life of the installation. 8 Many fabri- THICKNESS 
cators recommend a specification for electrolytic type = 
steel coatings. Within this specification your steel protec- 
tion could range from .000025”’ to .000150” in thickness. 
iit! Sanymetal recommends and supplies, whenever speci- 
fied, hot-dipped galvanizing which supplies .000750" to 
.00100” coating thickness (see chart at right) . . . better 
finish, longer life, lowest maintenance. Specify Sanymetal 
quality first . . . to last. Write for full story. 


Range of hot-dipped coatings 
qm —À9À 


.000750" 


Normal range of 
electrolytic coatings 


.000150" 
,000025" 


(7 


Century Mermandy Mcademy 
7, | ge 


Pas -— 


SANYMETAL PRODUCTS CO., INC. * 1689 URBANA ROAD • CLEVELAND 12, OHIO 
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[his is Dur-o-wal 


the masonry wall reinforcement 
with the butt-welded. construction 


Together with the trussed design, Dur-o-wal is distinguished from other 
metal-rod reinforcement by the electrically butt-welded contact be- 
tween cross rods and side rods. All rods are held securely straight and 
level in a single plane, for bonding and structural efficiency. 

'l'his makes for reinforcement that exceeds accepted standards. 
Dur-o-wal increases the flexural strength of a masonry wall 71 to 261 
per cent, depending on weight Dur-o-wal used, type of mortar, number 
of courses. 

An independent new research study shows that Dur-o-wal tied walls 
outfunction brick-header tied walls. Write to any Dur-o-wal address 
below for 44-page test report. 


DUR-O-wAL 


Masonry Wall Reinforcement and Rapid Control Joint 


RIGID BACKBONE OF STEEL FOR EVERY MASONRY WALL 


DUR-O-WAL MANUFACTURING PLANTS 
e Dur-O-waL Div., Cedar Rapids Block Co., CEDAR RAPIDS, IA. e Dur-O-waL of 111., 260 S. Highland Ave., AURORA, ILL. 
e Dur-O-waL Prod., Inc., Box 628, SYRACUSE, N. Y. e Dur-O-waL Prod. of Ala., Inc., Box 5446, BIRMINGHAM, ALA 
e Dur-O-waL Div., Frontier Mfg. Co., Box 49, PHOENIX, ARIZ. e Dur-O-waL of Colorado, 29th and Court St., PUEBLO, COLO. 


e Dur-O-waL Prod., Inc., 4500 E.Lombard St., BALTIMORE, MD. e Dur-O-waL Northwest Co., 3310 Wallingford Ave., SEATTLE, WASH. 
e Dur-O-waL Inc., 1678 Norwood Ave., TOLEDO, OHIO e Dur-O-waL of Minn., 2653 - 37th Ave., So., MINNEAPOLIS 6, MINN. 


e Dur-O-waL Ltd., 789 Woodward Avenue, HAMILTON, ONTARIO, CANADA 


STRENGTH WITH FLEXIBILITY- —this 
basic masonry wall requirement is met for sure 
(and economically!) when Dur-o-wal, above, is 
used with the ready-made, self-flexing Rapid Con- 
trol Joint, below, made by the makers of Dur-o-wal. 
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A better painting surface with Evanite OVERLAYS 


PRIME-PAINT 


| EXTERIOR - 
DOUGLAS FIR 
PLYWOOD 


Evanite 


PRIME-PAINTED 
OVERLAYS... 
‘THE PERFECT PANEL" 


EVANS 


EXCLUSIVE 
2-COAT 
PROCESS 


EE = 
vanite FEATURES A COMPLETE LI & 


ОЕ FACTORY 
PLYWooD SIDING! 


PRIME-PAINTED 


For a truly smooth, weather resistant siding for homes, schools, 
motels and apartments you can’t beat the new Evanite prime-painted 
medium density overlay plywoods. Harborite and CreZon* are both 
prime-painted at the factory with the Evanite exclusive two-coat process. 


The prime-painting of Evanite plywoods is controlled at the factory 
under ideal conditions for a long-lasting job. Completely eliminates 
hair line checking and resists grain raise with the combination of 
overlay and the velvet smooth, dove grey prime-coat... one finish 
coat on the job site is all that is required. 


On your next job, specify Evanite 
Prime - Painted Plywood S 


*Trade-mark of Crown Zellerbach Corporation 


Ser XY T 
nium Ee 


32 SQ. FT. OF SIDING 


IN ONE BIG PANEL... 


INCLUDES PRIME-PAINT 
AND TEXTURE 


1st ROLLED COAT 


Surface of the plywood is initially pressure- 
rolled with the first coat of oil-based paint 
which fills the pores of the wood or overlay 
material. Then, the reverse roller of the 
automatic paint machine uniformly seals 
the surface. This first coat protects the 
surface and blends completely with the 
second coat. 


2nd SPRAYED COAT 


Proceeding along on a perfectly timed belt 
system the panel is then sprayed with a 
newly developed airless spray to insure a 
uniform paint coverage before the paint is 
baked onto the surface. The paint prime- 
coat is a velvet-smooth dove grey finish 
that requires no sanding, filling or sealing. 
Ideal for the finish coat on job site. 


EDGES AND ENDS ARE PRIME- SEALED, TOO! 
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AVAILABLE IN 


SMOOTH for Accent Areas 
and in the effective Board and } 
Batten combination. 


TEXTURE 1-11 for that uni- 
form vertical texture...either 
in overlay or natural plywood. 


VEE-PLANK with random 
plank grooving for both inte- 
riors and exteriors. 


Write for free samples 
and literature... 


Building Materials Division 


EVANS PRODUCTS COMPANY 
1029 S.W. Alder Street, Portland 5, Oregon 
Gentlemen: Please send me your Evanite Prime-Painted literature 


and sample without obligation. 
ъ=. a /—— 71 


BUILDING MATERIALS DIVISION 
VAA EVANS PRODUCTS COMPANY 


E 
COMPANY 1029 S.W. ALDER STREET * PORTLAND 5, OREGON 


ARCHITECTURAL RECORD March 1962 111 


` МО ARCING WHEN PLUGGING OR UNPLUGGING. 


Outlet is electrically ‘‘dead’’ until plug is inserted 
and rotated 22-25°. Reverse turn disconnects cur- 
rent before plug is removed. Spring pressure and 


NO AIR SPACES INSIDE PLUG TO COLLECT GAS 
OR MOISTURE. After plug is wired to cord, electri- 
cian pours a self-hardening insulating resin into 
all air spaces. Interior of plug becomes solid, 
water-tight, vapor-tight mass. 


TWO SAFETY CHAMBERS IN WALL OUTLET. Gas- _ 


tight chamber No. 1 (bronze and aluminum castings) 
contains and seals off switching mechanism. Cast 
iron chamber No. 2 keeps minor internal explosions 
from spreading to room. 


5 A £ == 
PLUG CAN BE WASHED WITHOUT DISMANTLING 
AND REWIRING. Operating room soilage quickly 
and easily removed by washing. When moisture is 
wiped off, plug can be used immediately. Water 
cannot penetrate to wiring. 


EXPLOSION-PROOF 


HRECEPTACLE AND PLUG 
FOR OPERATING ROOMS 


The Hubbellock Explosion-Proof Re- 
ceptacle and Plug prevent arcing when 
electrical connections are made or 
broken in explosive atmospheres. No 
special wiring is required for installa- 
tion in new or existing structures. 


There are no air spaces in the plug 
where explosive gases can collect. No 
current can flow to the receptacle con- 
tacts while the plug is being inserted 
or removed. Switching takes place in- 
side a vapor-sealed 
| safety chamber of 
heavy bronze and 


aluminum eastings. 


Write now for detailed specifications and prices. 
*'Hubbellock'" is a registered trademark of Harvey Hubbell, Inc. 


nor Hubhelloc. 


HARVEY HUBBELL, INCORPORATED • BRIDGEPORT 2, CONNECTICUT 


Any 20-ampere, 125-volt, 60 cycle A.C. 
appliance may be operated from the 
receptacle by substituting the Hubbel- 
lock Explosion-Proof plug for the 
present plug. Appliances equipped with 
the Explosion-Proof plug will also op- 
erate in conventional 3-wire Hubbel- 
lock receptacles. 


Plug and receptacle are listed by 
Underwriters’ Laboratories and are 
described by the National Fire Protec- 
tion Association for use in Class I, 
Group C or D, explosive atmospheres. 
They are ideal for hazardous indus- 
trial areas and for hospital operating 
and delivery rooms. 


WIRING 
DEVICES 
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The Record Reports 


continued from page 104 


Estate Board, Inc. and the Action 
Committee formed by the Jamaica 
Chamber of Commerce. 

The plan envisions the area as a 
major urban center serving the en- 
tire Long Island portion of the New 
York Metropolitan Region. It sees 
the heart of this urban center con- 
tinuing to be the retail activities of 
the shopping center. To realize Ja- 
maica's role as a subregional center, 
the plan proposes that three new cen- 
ters be developed—civic, office and 
industrial. The plan sees these cen- 
ters as strengthening the present 
commercial center. 


Specific Objectives 


More specific objectives of the 
Pilot Plan are: (1) a comprehensive 
land development plan, which in- 
cludes the simultaneous preparation 
of all elements such as traffic and 
land use, after determining the rela- 
tionship of these elements to each 
other; designation of specific areas 
for particular land uses and the elim- 
ination of areas of mixed land uses 
where such mixture is detrimental to 
healthy growth; preparation of an 
urban renewal program which will 
be in accordance with the land use 
plan and which will enhance the or- 
derly development of the plan (2) de- 
velopment of the economic base, 
which includes intensification of 
commercial-retail growth within the 
existing shopping center; introduc- 
tion of new and complementary eco- 
nomic activities; designation of a 
genera] site for a future civic center 
(3) development of an integrated ve- 
hicular and pedestrian circulation 
system, which includes a one and 
two-way street system organized so 
as to ease access into and circulation 
within the study area; elimination of 
through-traffic by diverting it to 
streets which bypass the area or 
shopping center; provision of traffic 
engineering devices such as progres- 
sive light signals, corner realign- 
ments and sidewalk arcades; com- 
prehensive long-range program of 
terminal facilities for autos and 
busses; development of a pedestrian 
circulation system consisting of 
shoppers malls and widened side- 
walks. 


CLIMATE BY CHRYSLER 


You’ve never seen anything like this new Chrysler 1456 
air handling unit before. It’s truly the most versatile 
commercial or residential unit ever designed. It can be 
installed in any position, including upside-down and 
horizontally (and it’s so thin you can even slip it into a 
36-inch closet, sideways). Discharge and return can 

be at the front or ends ...in any combination. 

You can use it with or without ducts. 


It’s a free-standing unit. Or, if you want to save 

floor space, hang it on the wall, or suspend it from the 

ceiling. And if you want supplementary heating, simply add 

electric resistance units, ог a steam coil... or use it as the 

indoor section of a heat pump. In all combinations, 

you’ve got 96 different ways to move 2000 C.F.M. 

Perhaps you’re thinking that any unit used so many ways 

will be complicated to install. Nothing could be further 

from the truth: The new Chrysler 1456 is completely 

factory-assembled. You don’t waste time or money putting 

it together on the site. And once it’s going, you have to 

ee aaa strain to hear it. The blower is that quiet. If your curiosity 
Dept. S-32, Dayton 4, Ohio is whetted, send for folder LL-513. 
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Another “‘first’’ from Bethlehem! 


New 


BETHLEHEM 


STEEL _ 


“жж Ж low-price, 
high-strength stee 
for constructi n 


and general purpose ! 


BETHLEHEM STE 
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e Immediately available in a wide range of struc- 
tural shapes and plates. 


€ Yield points range from 45,000 psi to 65,000 psi 
minimum. That’s why we designate them as 
Bethlehem V45, V50, V55, V60, and V65. Tensile 
strengths from 65,000 psi to 80,000 psi minimum. 


€ New V Steels extend higher yield points to thick- 
nesses as great as 11% inches for plates, and to the 
full range of structural shapes—at much lower 
prices than previously available. 


® Greatest cost savings are in thinner plates and 
lighter structural sections where the advantages of 
higher strengths are most applicable. 


€ New V Steels can replace more expensive hot- 
rolled, high-strength steels. 


€ New V Steels are based on Bethlehem's man- 
ganese-vanadium steel, which has been used ex- 
tensively for high-strength applications, particularly 
where welding was required. 


€ New V Steels resulted from Bethlehem research 
which proved that carefully controlled metallurgical 
combinations of minor additions of other elements 
in combination with vanadium made it possible to 
offer increased strengths at greatly reduced prices. 


For more information, send for booklet. 
Or call the Bethlehem sales office nearest yov. 


Publications Department 


Bethlehem Steel Company 


BETHLEHEM STEEL COMPANY 
BETHLEHEM, PA. 


Export Sales: Bethlehem Steel Export Corporation 


Plea 


у= эшш es эш шшш سے‎ — re ت‎ шшш ee ee — 
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Bethlehem, Pa. 


se send me .... copies of your booklet on the new Bethlehem V Steels. 


ee a өө өө өө е ө өө 


ARCHITECTURAL RECORD March 1962 


115 


Added Value 


тт PREETI OE: Т: 


ЈЕ 


See our catalog in Sweet's 


COMBUSTIBLE * 
CEILING 


=. 


ОС САЧЫ Op Сга СЫ 
SOSA БОО tice ое RL E 


NEWS FLASH! 


America’s best-selling fluorescent fixture is now approved 
for surface-mounting on any ceiling —even combustible*! 


After thorough testing, the Underwriters’ Labo- 
ratories have listed the Day-Brite FAIRVIEW II 
as fully acceptable for surface-mounting on all 
combustible*, low-density, cellulose fiberboard 
ceilings. This lets you combine the most econom- 
ical method of mounting fixtures with the most 
economical type of acoustical ceiling, lowering 
over-all costs substantially. At the same time, 
surface-mounting the FAIRVIEW П results in 
a cleaner-looking, more beautiful ceiling. 


The Day-Brite FAIRVIEW II now approved 
for combustible* ceilings is the: 

e SAME BASIC FIXTURE 

@ SAME SLEEK DESIGN 

e FOR OFFICES, SCHOOLS, STORES 


fond 


Added value at no extra cost. For more informa- 
tion on the FAIRVIEW II, contact your Day- 
Brite representative listed in the Yellow Pages. 


*As defined by the National Electrical Code, Article 410-74 (b). 


DAY-BRITE LIGHTING, INC. 


6260 North Broadway, St. Louis, Mo., Tupelo, Miss., and Santa Clara, Calif. 
Amalgamated Electric Corporation, Ltd., Toronto 6, Ontario. 


NATION'S LARGEST MANUFACTURER OF COMMERCIAL AND INDUSTRIAL LIGHTING EQUIPMENT 


` Day-Brite FAIRVIEW II—approved for 118-v, 4-ft. Rapid-Start Lamps. 


Booster Pumps 


| . Harder-than-glass. “Remite” Seal is 
| . wear- and leak-proof, — 


cover entire range from 1 to 60 H.P. 


THE Quiet PUMP FOR CIRCULATED WATER SYSTEMS 


B&G Universal Pumps are engineered and built to 
satisfy in every detail the exacting demands of 
circulated water heating and cooling systems. ..dis- 
tinguished by numerous features which assure 
silent, vibrationless operation. When properly in- 
stalled, flexible connections or resilient pads are 
not required. 


Universal Pump motors, for example, are spe- 


cially constructed and selected for 
extra-quiet operation. Long sleeve bear- 
nc 


ings are used in both motor and pump 


—another assurance of silent, vibrationless oper- 
ation and long life of both pump and motor. 'T'he 
oversized shaft is made of special alloy steel, with 
an integral, heat-treated thrust collar to absorb 
end-thrust. Water leakage is prevented by the 
file-hard “Remite” seal...a B&G development. 


Stock Universals are available with non-over- 
loading motors to 25 H.P....made-to-order “С” 
sizes are available to 60 H.P. and can be equipped 
with motors best suited to design conditions of 
head and flow. 


SEND FOR SELECTION DATA 


BELL & GOSSETT COMPANY 


Dept. HA-32, Morton Grove, Illinois 


Canadian Licensee: S. A. Armstrong, Ltd., 1400 O’Connor Drive, Toronto 16, Ontario 


PUMPS...HEAT EXCHANGERS...AIR CONDITIONING AND PROCESS COOLING EQUIPMENT 


Package Liquid Coolers 


Refrigeration Compressors 


Oil-less 


x 


Centrifugal Pumps Heat Exchangers 
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provides sophisticated beauty for 
large ceiling areas...one of the 
new patterns in the 1962 line of 
G-B ULTRACOUSTIC Ceiling Boards. 


NEW PATTERN 


G-D ULTRACOUSTIC 
Fiber Glass Ceiling Boards 


Six Sculptured, Three- Dimensional Patterns 


The new G-B ULTRACOUSTIC Ceiling Board 
line offers unlimited design possibilities for sus- 
pended acoustical ceilings. Each pattern is ex- 
citingly new, original in style, designed to har- 
monize with a variety of interior decors. Through 
the interplay of lighting on the richly-sculptured 
surfaces, you can achieve many new and unusual 
ceiling design effects. 


G-B ULTRACOUSTIC Ceiling Boards, made 


224 W. 10th St., Kansas City, Mo. 


entirely of bonded fiber glass, provide maximum. 
acoustical efficiency (.80-.90 NRC). They are 
rated incombustible when tested in accordance. 
with procedures established by the Underwriters’ 
Laboratories and Federal Specification SS-A-. 
118b. The pleasing, off-white finish has a light- 
reflection rating exceeding 75%. The panels are- 
available in either 24” x 24” or 24” x 48” mod-. 
ules. Write today for a new, fully-illustrated. 
G-B ULTRACOUSTIC Ceiling Board brochure. 
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lightweight, poured 
shredded wood fiber 
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The RUBEROID Co. 
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е, New York 17, N.Y, 


733 Third Aveny 


Flaine, a new mountain resort 
town in Haute Savoie, France 
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» Temple B'Nai Jeshurun 
Short Hills, New Jersey 
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- NEW PROJECTS MARCEL BREUER 


MARCH 1962 


ARCHITECTURAL RECORD 


It is notable that architect Marcel Breuer—who began his design 
career 42 years ago at the Bauhaus, and can surely be ranked as 
a distinguished senior member of the profession—has not fallen 
into the all too easy trap of a repetitive "style", but continues his 
imaginative search for expressive form and space. He points out 
that he regards each new project as an experiment—not in the 
sense of experimenting with the client’s money—but as a challenge 
to create a new kind of formal expression which will do three 
things: fulfill the required function; provide a pleasing and sig- 
nificant geometry of space enclosure; and make clear visually the 
structural means of support. 

In the designs for the projects that follow, one can see those 
ideas expressed. The open-ended piazza of the Flaine ski resort be- 
comes the focus of a town; concern with the shape, definition, semi- 
enclosure, and direction of this space—as well as its relationship 
to the town and the whole valley—is the key to the design. The 
square Sanctuary space of the synagogue is enclosed by a nearly 
traditional tent-like form of radial, folded concrete arches; the 
Catholic church shape is at one and the same time appropriate en- 
closure of compact space, structure at work, and symbolic banner 
bearing a cross. The texture and modulations of the concrete are 
provided, as the architect explains, so the buildings will age well. 
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3 New Projects by Marcel Breuer 


FLAINE—A NEW RESORT 
TOWN IN THE MOUNTAINS 
OF HAUTE SAVOIE, FRANCE 


In the French Alps, 42 miles southeast of Geneva, 
construction of a new resort town of 5000—Flaine— 
will begin this summer. Set in a beautiful valley 
hitherto inaccessible due to its rugged approaches, 
the new resort can now be reached by a new road 
that descends from the west along the face of the 
terraced cliffs. By happy coincidence, ski country 
lies to the north, south and east; so the automobile 
approach will not conflict with slopes and lifts. To 
avoid any confusion of cars and pedestrians, all 
automobile traffic is banned from the town center 
and serves hotels and apartments only by secondary 
dead-end roads. Major parking is but a short walk 
from the center. 

Buildings are placed on three plateaus which in- 
terrupt the otherwise abrupt rise of the southern 
slopes. The town center—in the form of a plaza 
opening east to the lifts—is located on the largest 
of the natural plateaus. Buildings will in many cases 
rest on open columns to minimize foundation work 
and avoid the piling up of snow around their bases. 


SITE PLAN (Left page): 1. Hotels, 2. Apartments, 3. Row Houses, 
4. Chalets, 5. Town Hall & Post Office, 6. Shops, 7. Funicular, 8. Social 
Hall & Movie, 9. Chapel, 10. Skating Rink, 11. Ice Hockey & Tennis 
(Bus Station Below), 12. Ski Lifts, 13. Ski Tow, 14. Fire House, 
15. Road Maintenance, 16. School, 17. Ski Jump, 18. Parking; 400 
cars, 19. Swimming Pool 


MASTER PLAN: Architects: Marcel Breuer, 
Herbert Beckhard, Laurent Chappis, Andre Gail- 
lard, Atelier d'Architecture a Courchevel, Gerard 


Chervaz, Bureau des Organisations Urbaines 
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3 New Projects by Marcel Breuer 
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The town center, shown above and by study model plan at left, consists of a 
piazza space defined by hotels, apartments, town hall, chapel, shops, etc., which 
opens at its eastern end to the ski lifts. The piazza will contain a circular 
skating rink for winter and a pool for summer (left). The small plan at right 
shows typical hotel rooms; note how wardrobe closets are used as an insulating 
buffer—in addition, all outside doors and windows will be double glazed. 


Since the weather limits actual building to four months each year, the resort ff : Fr 
will be constructed on precast and standardized concrete parts, shipped to the - |! : Wn 
site by a freight-carrying teleferique from casting plant 2144 miles away. © l'a = NA А Q 


HOTELS AND APARTMENTS: Marcel Breuer, Architect; Robert F. 85) 
Gatje, Associate; Compagnie Francaise d’Engineering Barets, Engineers 
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3 New Projects by Marcel Breuer 
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Flaine—A New Resort 
FENESTRATION PATTERNS 


Elevations of various of the hotel and 
apartment buildings—shown on this 
and the preceding page—point up the 
variety of pattern and wall modulation 
that will typify the structures in the 
resort. The faceted planes respect the 
characteristics of precast forms; a va- 
riety of aggregates will be used for 
surface texture. The effects of weather 
and sunlight will enrich the sculptural 
quality of the facades as the buildings 
age. 

Breuer’s office in New York is at 
present working on drawings of three 
hotels and three apartments—modest, 
medium, and deluxe in class—plus a 
series of shops at the town center. His 
European associates are working on 
the ski lifts, the lift station, and other 
service facilities 
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TEMPLE B’NAIL JESHURUN Marcel Breuer, Architect 
Herbert Beckhard, Associate 


Paul Weidlinger, Structural Consultant 


SHORT HILLS, NEW JERSEY 


This religious and community center—located on a 
21-асге tract of rolling, wooded countryside—con- 
sists of four main elements: a Sanctuary; a three- 
story school; a chapel; and a two-story assembly 
building. The group of free-standing structures— 
dominated by the 70 ft high Sanctuary of folded 
plate concrete construction—is tied together at the 
main ground floor level by an enclosed connecting 
link. The plan incorporates two courtyards which 
separate Sanctuary and school on one side and 
chapel and assembly building on the other. 

The Sanctuary dominates the complex by height 
and by its plastic expression of structure. The idea 
of useful interior courtyards connects with the tra- 
dition of the Temple of Solomon, while the trape- 
zoidal silhouette of the Sanctuary is reminiscent of 
early temples built in the manner of the Babylonian 
Ziggurat. The caretaker’s cottage is located near the 
road, much as a gatehouse, in order to maintain sur- 
veillance over the group. 


SITE PLAN: 1. School, 2. Sanc- 
tuary, 8. Chapel, 4. Assembly 
Building, 5. Caretaker’s House 
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Temple B’nai Jeshurun 
THE SCHEME 


7 


7777 
Li 


The front elevation of the enclosed connecting link forms a strong horizontal of field- 
stone which acts visually to tie all the elements together. It is pierced only at the center 
by the main entrance with its slightly raised roof, and by the two lesser entries to school 
(left) and chapel and assembly building (right). The inside face of the connecting cor- 
ridor is entirely of glass, offering views of, and access to, the courtyards. Additional 
entrance to the school is provided from a driveway loop (top of plan); the assembly 
building can also be entered from the parking lot (at right); has a separate stage and 
service entrance (at top of plan). 

The sanctuary is square in plan, and has finished walls and ceiling consisting of the 
exposed structural system of radial concrete folded plate arches of varying depth. The 
two balconies in the sanctuary stand completely free of the walls, and are each sup- 
ported on two columns. Curtains mounted on the bottom of the balcony follow the lines 
of the diagonal aisles, and can be drawn to reduce the seating to one-third of total, and 
serve also as acoustical absorbent to replace the people otherwise occupying the screened- 
off seats. 

The compact plan of the Sanctuary—which seats a total of 2488—is designed to bring 
the maximum number of the congregation within a favorable distance of the pulpit; 
the greatest distance for any seat in this case is 120 ft 


et emm ny 


UPPER SANCTUARY: 1. Upper Sanc- 
tuary, 2. Baleonies (558), 3. Choir Robing 
Room, 4. Organ Loft 


GROUND FLOOR (Left page): 1. Main Lobby, 2. Sanctuary (Center 
896, Sides 830), 8. Bimah, 4. Bimah Seats (144), 5. Rabbi’s Ante- 
room, 6. Organ, 7. Chapel (180), 8. Retiring Room, 9. Storage, 
10. East Court, 11. Social Hall (265), 12. Stage, 13. Storage & Work, 
14. Green Room, 15. Dressing—Women, 16. Entry—Lounge, 17. Rabbi, 


18. Secretary, 19. General Office, 20. Ass’t Rabbi, 21. Cantor, 22. Check 
room, 23. Kitchen, 24. Storage, 25. Main Corridor, 26. West Court, 
27. 8 Primary Classes, 28. 2 Kindergarten Weekday Nursery, 29. 2 
Kindergarten, 30. Schooi Office, 31. Mimeo Room, 32. School Director, 
33. First Aid 
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3 New Projects by Marcel Breuer 
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The main sanctuary space is formed by a radial system of folded plate arches of vary- 
ing depth, which meet in a ceiling area—70 ft above the floor—which is punctured by 
š twelve skylights, symbolic of the twelve tribes of Israel. Finished walls and ceiling have 
? , 

Temple B'nai Jeshurun the form and rhythmie pattern of the structure, and serve acoustically also. The tent-like 

feeling of the enclosure is reminiscent of the earliest places of Jewish worship. 
THE SANCTUARY The large sculptural form within the structure, symbollic of the tablets of the law, 
provides a monumental frame for the raised bimah, properly making it the focal point 

of the entire Sanctuary space 
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3 New Projects by Marcel Breuer 


ST. FRANCIS DE SALES CHURCH 
MUSKEGON, MICHIGAN 


Marcel Breuer, Architect 

Herbert Beckhard, Associate 

Paul Weidlinger, Structural Consultant 
Rutherford B. Stinard, Mechanical Consultant 
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8 one approaches, the dominant form of this Cath- 
lic church is a crisp and incisive banner rising 75 
; above the ground. This form evolves from the en- 
osure of a rectangular base (plan) by means of 
volving the side walls, as they rise, about inward- 
oping centers to describe hyperbolic paraboloids. 
he space thus generated is wide at the rear and 
arrows to the sanctuary, calling for concentration 
t the altar. The front and rear walls of the church 
re simple flat planes leaned against the para- 
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SITE PLAN: 1. Atrium, 2. Narthex, 
3. Church (1203 seats), 4. Rectory 


Model photos: Ben. Schnall 


boloids, which are self supporting and serve to 
stabilize the structure. 

The church is surmounted by a concrete inverted 
trough, which contains equipment for the ventilat- 
ing system, and also houses the suspended bells, 
visible from below. There are two lower lying ele- 
ments—an entrance narthex and a rectory enclos- 
ing a patio—that complete the complex. Their dis- 
position and relationship to the main building can be 
seen in the plot plan and photograph above. 
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The plans and elevations on these two pages show the disposition and interrelationship 

of the elements. Approach is through an atrium court surrounded by 5 ft 6 in. high walls, 

and entrance through the narthex. Then follows the axial succession of baptistry flanked 
. by confessionals, center aisle, and altar. 

St. Francis de Sales The nave has 972 seats; the balcony 231. Maximum distance from back pews to altar 
is 108 ft. In accordance with newer liturgical procedure, communion tables are suggested 
rather than a railing. 

An unusual feature of the sanctuary is the elevated chapel for the Blessed Sacrament. 
Special lighting and screening make it possible to focus the attention of the congregation 
on either altar or chapel. The obtaining of and the return of the sacrament to the chapel 
symbolizes the burial and the resurrection 
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TIPPER CHURCH PLAN: 1. Blessed TEs, | Pd REFLECTED CEILING AREA 
acrament Chapel, 2. Balcony (231) END 


TAIN FLOOR PLAN (Left page): 1. Atrium Court, 2. Baptistry, cristy, 12. Offices, 13. General Office, 14. Lobby; waiting, 15. Meeting 
. Confessionals, 4. Ushers, b. Nave (972), 6. Sanctuary, "7. Choir, Room, 16. Courtyard, 17. Priests’ Quarters, 18. Common Room, 
. Organ Loft, 9. Work Sacristy, 10. Priest's Sacristy, 11. Boy's Sa- 19. Kitchen, 20. Housekeeper, 21. 2 Guest Rooms 
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3 New Projects by Marcel Breuer 
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Exterior surfaces will be architectural concrete or limestone facing—chosen for its su 
tle relationship to concrete. Form-board patterns will emphasize pouring joints ar 
& Francis de Sales create richly textured surfaces. | 
s The church interior will combine concrete with textured white planks of wood fiber 
used as form boards for the paraboloidal side walls and left in place. Front and re: 
walls will have an insulating cavity between limestone and concrete. Other materia 
for interiors: screen walls and pews of dark stained oak; waxed brick floors; rectoi 
walls will be plastered; rectory floors of dark oak—ceilings of exposed concrete, painte 
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Roger Sturtevant 


INTERNATIONAL BUILDING 


Structural and air conditioning considerations 


important in shaping San Francisco’s new skyscraper 


International Building, St. Mary’s Square, San Francisco; OWNER: Natomas Company; ARCHITECTS: 
Anshen & Allen; STRUCTURAL ENGINEERS: Gould & Degenkolb and Robert Dewell; MECHANICAL 
AND ELECTRICAL ENGINEERS: Eagleson Engineers (Charles Krieger, E.E.); ENGINEERS FOR SOILS 
INVESTIGATION: Brewer and Associates; LANDSCAPE ARCHITECTS: Royston, Hanamoto and Mayes; 
GENERAL CONTRACTORS: Dinwiddie Construction Company 
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6. Four models constructed as part of a research project on the 
use of hyperbolic paraboloids in architecture. 6a. Plastic model of 
hyperbolic paraboloid shell with shallow edge beams. Loads were 
applied with brass weights, deflections were measured with dial 
gauges, and strains with electric resistance gauges. 6b. Fiberglass 
model of hyperbolic paraboloid shell used as a band-stand. The 
light bulbs represent the various parts of the orchestra, and the 
reflection of light from the white reflecting and black absorbing 
surfaces can be tested for each light bulb in turn. бе. Plastic 
model of interconnected hyperbolic paraboloid space frame, pre- 
stressed across abutments with a nylon cord. 6d. Wooden model 
of hyperbolic paraboloid shell for investigating wind loading. The 
model was placed in a wind-tunnel and the wind suction (or pres- 
sure) was determined by connecting each pin hole in the surface 
through a tube to a water gauge 


standing who is experienced in laboratory work and 
research methods, and preferably some junior staff 
with similar experience. At least one technician ca- 
pable of making laboratory equipment and of work- 
ing wood and metals is needed, since most of the 
equipment cannot be bought. A small workshop can 
be set up for approximately $2,500, and this can 
be used to make most of the laboratory equipment 
over a period of a few years. A small room is needed 
for the workshop, and one or two larger rooms with 
suitable benches for the laboratory. If the labora- 
tory classes extend over five years, and the classes 
are subdivided to reduce the number of students 
in the laboratory at one time, the rooms will be in 
almost daily use throughout the session. 

It is very desirable that the laboratory should 
also be used for postgraduate research. It is diffi- 
cult for scientific teaching staff to keep in touch 
with the latest ideas unless some original work is 
in progress which goes beyond the level of compara- 
tively routine undergraduate instruction. The post- 
graduate program helps to train a small number of 
architects in research methods, who will in time 
form a research-minded nucleus of trained archi- 
tects, able to apply the latest scientific ideas to pro- 
fessional practice. The results of the research may 
well make a notable contribution to new knowledge, 
even though a small university laboratory cannot 
hope to achieve results comparable with those of a 
major research organization. Research students will 
also be able to assist with the running of laboratory 
classes. 

In all but the largest schools postgraduate re- 
search is likely to be restricted to one or two narrow 
fields. Unlike the undergraduate laboratory classes, 
this work needs precision equipment and expert 
knowledge. However, it is reasonable to assume that 
the work in different schools would cover a range of 
subjects, so that this specialization is not unduly 
restrictive. 

Although scientific research is not ordinarily a 
field for postgraduate architectural study, there are 
many topics in architectural science to which useful 
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7. Three models constructed as part of a research project on the use 
of shallow corrugated domes in architecture. 7a. Perspex model of com- 
plete dome. The dome was freely supported on rollers, and the circular 
prestress applied over pulleys with a nylon cord. 7b. Perspex model of 
one segment of the dome, for investigating stresses during erection. 7c. 
Paper model of complete building for investigating daylight in a large 
solarscope. 8. Architectural and structural model of a folded plate dome. 
This investigation was undertaken by Department for a firm of archi- 
tects with the aid of the research students 


contributions are more likely to come from archi- 
tects, because of their broad training, than from 
scientists or engineers. We have selected the study 
of architectural structures for our present postgrad- 
uate program. General information on the behavior 
of new structural forms is obtained by means of 
experimental stress analysis, and this is correlated 
with other architectural problems to yield informa- 
tion on architectural potentialities of the structure. 
The Department has at present three candidates 
for the degree of Master of Architecture, and three 
candidates for the degree of Doctor of Philosophy. 

It is the most important function of the architec- 
tural science laboratory to impart a feeling of real- 
ism to architectural science teaching, and to dem- 
onstrate its essential unity. Taking again structures 
as an example, there is at present a clear cut dis- 
tinetion between the simple structures which the 
student can calculate but finds uninteresting and 
the more complex structural types which he 
likes to employ in his designs but whose theory 
he does not understand. The structural model will 
demonstrate the physical concepts of these struc- 
tures, and the essential similarity of structural so- 
lutions of widely varying mathematical complexity. 


Acknowledgment: 

The equipment illustrated was made in the workshop of 
the Department of Architectural Science and the photo- 
graphs were taken by the Department of Illustration of 
the University of Sydney. 
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ECONOMIC STRUCTURE, DIRECTLY EXPRESSED, 
LOWERS COST OF SYNAGOGUE ADDITION 


"WOOD — iM 
BATTENS 


SECTION А-А 


NAME: Temple Emanuel 

OWNER: Temple Emanuel Jewish Community 

of Westwood, New Jersey 

LOCATION: Westwood, New Jersey 

ARCHITECTS: Davis, Brody and Wisniewski 

STRUCTURAL ENGINEERS: Wiesenfeld, Hayward & Leon 
MECHANICAL AND ELECTRICAL ENGINEERS: Wald & Zigas 
LANDSCAPE CONSULTANTS: Coffey & Levine 

CONTRACTOR: Edmund M. Cheval 


This multipurpose hall and classroom unit which has 
been added to a small plot which still contains a 
small sanctuary for daily worship is designed to seat 
approximately 600 persons for the Jewish high holi- 
days and to provide social and recreational facilities. 
The new unit will eventually be connected to the 
existing sanctuary. 

Since the code calls for fireproof construction for 
the classroom areas at the lower level, a precast, pre- 
stressed concrete structural floor system has been 
used. The cored slabs are set over masonry bearing 
walls, thus creating a fireproof floor and ceiling. The 
cores within the slabs are utilized for conducting 
warm air to the glass areas at the upper level, giving 
a partial radiant effect that works both upward and 
downward. | 

The multipurpose hall at the upper level is of 
heavy timber construction, employing laminated 
wood arches with 4 in. tongue and groove decking 
over. Glazed areas are shielded by means of vertical 
laminated redwood sun louvers. Exterior siding is 
redwood also. Total cost, including stage platform, 
kitchen, classrooms, library, offices and service facil- 
ities, but not including landscaping and furniture 
was $150,785. 
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MULTIPURPOSE 


UPPER LEVEL 


Multipurpose hall. Center panel of glazed wall is a continu- 
ous strip of richly colored glass with dark red predominating. 
Below: view toward platform which serves as the bema on 
high holidays. Platform area was incomplete when photo- 
graph was made 


OFFICE 
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Joseph W. Molitor 


A HOUSE THAT MAGNIFIES A BIG SITE 


Matsumoto’s “square dough-nut’’ 
scheme exploits a forested site by 
long vistas through the house 


ARCHITECT: George Matsumoto 

OWNERS: Mr. and Mrs. Edward Thrower 
LOCATION: Sedgefield, North Carolina 
CONTRACTOR: Superior Construction Corp. 
LANDSCAPE ARCHITECT: Edwin G. Thurlow 


INTERIOR DESIGNER: Jack Cartwright 
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Private Corner Suites 
Permit Expansive Living Areas 


Spatial grandeur is (and almost always has) been 
largely achieved by directing the eye along desired 
paths or vistas. The concept has been remarkably 
carried through in this handsome house. By placing 
all areas requiring a degree of privacy in the corners 
of the plan, Matsumoto has cleared big vistas 
through the house from outside terrace through to 
the woodlands beyond the house on any side. And 
in a climate ideal for outdoor living most of the year, 
the terraces and central court more than double the 
already generous living spaces inside the house. 

The owners frequently entertain very large groups 
of people, and require a guest suite for their children 
and their families or for visiting business associates. 
As owner of a furniture company, the client also 
wished the house to be a simple backdrop for show- 
ing off furniture to best advantage. As can be easily 
seen from the accompanying plan and photos, the 
house serves these aims extremely well. 

The house is constructed of split block concrete 
masonry on reinforced concrete footings; the exte- 
rior is surfaced with hard pressed brick. The inte- 
riors are finished with plaster and plywood, or ex- 
posed brick. Roofing is 5-ply tar and gravel. Floors 
are oak in major rooms, ceramic tile in service areas. 
Fixed glass in the house is double glazed; sliding 
doors and outswinging projected windows have alu- 
minum frames. 


The Thrower House 


LIVING 
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The Thrower House 


Handsome, Simple Details 
Highlight All Parts of House 


As ean be noted in the photo (top) of the 
master bedroom, detailing of all items 
is kept simple, and is very well executed. 
Their simplicity adds to the function of 
the house to show furniture to its best 
advantage. 

The kitchen and breakfast areas 
(right) are separated by a change in 
flooring (oak and tile), but finishes and 
details are at the same high level as the 
rest of the house. 

The entrance hall (below) gains el- 
egance and space through an architec- 
tural handling of console and cabinets— 
making a modern carpet the focus of 
interest 


1 


Joseph W. Molitor 
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BUILDING TYPES STUDY 
® 


Progressive Patient Care 
Two General Hospitals 
Private Patient Pavilion 
Orthopedic Hospital 
Osteopathic Hospital 


PROGRESSIVE PATIENT CARE PRINCIPLES 


Progressive Patient Care is a system of organizing 
nursing and hospital facilities that attempts to pro- 
vide each patient with the exact degree of care and 
supervision that he needs according to the degree of 
his illness. PPC is practiced by grouping patients 
according to their needs and the severity of their ill- 
nesses. Special staffs care for each patient group. 
Patient areas and hospital facilities are designed to 
meet the exact requirements of each group. 

To the patient, PPC promises better, more effi- 
cient nursing and medical care, at lower costs. To the 
medical and nursing staff, the concept is thought to 
be an answer to the growing shortage of trained per- 
sonnel, and should make it possible to use the avail- 
able staff to better advantage. To the architect, in- 
volved in hospital design, Progressive Patient Care 
holds promise of better design for healing. 


BETTER CARE AT LOWER COSTS 


For some years, it has been evident that hospitals 
are enmeshed in an ever-tightening web of increas- 
ing costs and decreasing numbers of trained person- 
nel. At the same time, medical knowledge has been 
rapidly expanding. At the present time, far better, 
more efficient patient care is possible, if only the 
high costs and scarcity of personnel can be beaten. 
Progressive Patient Care seems to promise an an- 
swer to the cost-personnel problem, and at the same 
time to provide a means of improving patient care. 
This is not to say that every individual concerned 
with hospital design and administration is com- 
pletely sold on PPC. There are many who are ex- 


tremely skeptical and remain to be convinced of the 
merits of the system. On the other hand, numerous 
knowledgeable hospital architects, consultants, and 
administrators believe that the principles of PPC 
will eventually be widely accepted and may well 
revolutionize medical and nursing care in hospitals. 

A number of hospitals have been designed and 
constructed with provisions for at least partial PPC 
services. An even greater number are now on the 
boards. The large amount of interest and activity in 
PPC must indicate merit in the system. In any case, 
every architect who does hospitals should be in- 
formed on the subject. 


PATIENTS GROUPED ACCORDING TO NEED 


The basic fundamental of the Progressive Patient 
Care system is classification of patients’ illnesses 
according to whether they are acute, chronic, dis- 
abling, ambulatory, or the like. On the strength of 
such classifications, patients are assigned to special- 
ized nursing units of the hospital. At the present 
time, these units are ordinarily divided into four 
major categories—Intensive Care, Intermediate 
Care, Self-Care, and Long-Term Care. A fifth cate- 
gory extends the concept of nursing into the home 
through provisions for professional supervision of 
Home Care. 

There is some tendency to further subdivide care 
within the major categories and to provide for even 
greater specialization of types of units. For example, 
Long-Term nursing units may be subdivided into 
those intended for geriatric patients, ones for pa- 
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Progressive Patient Care 


INTENSIVE CARE UNITS 


TEN BED INTENSIVE CARE UNIT. Typical Intensive Care 
unit with ten beds, three of which are separated from main 
nursing area by partition. The nurses’ station is centrally lo- 
cated and a small supply room is provided. Suction and oxygen 
outlets are provided at each bed. More highly developed ver- 
sions of Intensive Care units would ordinarily have larger 
space for storage and an area for consultation 
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EL CAMINO HOSPITAL, EL CAMINO, CALIF. STONE, 
MARRICINI & PATTERSON, ARCHITECTS. Intensive Care 
unit for general hospital of 307 beds. Unit has space for ten 
beds in main area, with two additional isolation beds separated 
from others by folding partitions. Also provided: nurses sta- 
tion and work area, ample storage for drugs and equipment, 
doctors’? conference and waiting rooms 


STATION 


У UTILITY 
j 


ST. FRANCIS XAVIER CABRINI HOSPITAL, MON- 
TREAL. De SINA & PELLEGRINO, ARCHITECTS. Inten- 
sive Care unit in a 173 bed general hospital. One unit is 
located on each of the three round nursing floors, each unit 
containing six beds. No provisions are made for isolation of 
patients in this plan. An advantage of the scheme is the loca- 
tion of the main nurses’ station adjacent to the unit, with a 
window between allowing control of the unit by both the In- 
tensive Care nurse inside and regular duty nurses 
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tients with chronic illnesses, and those for patients 
requiring long-term psychiatric care. 


ADVANTAGES OF PPC 


Through PPC, each patient, theoretically, will get 
exactly the type and degree of care he needs—no 
more, no less. If this degree of efficiency of care can 
be attained, obviously the nursing and medical staffs 
ean tailor their functions more closely to the actual 
requirements of the patients, with a resulting in- 
crease in staff efficiency. This can lead to reduced 
hospital operating costs, and possibly to decreased 
construction costs. 

Trained nurses will be able to devote more of their 
time to nursing and less to housekeeping functions. 
Nurses may be assigned to their duties on the basis 
of the level of skill required. And nursing teams can 
specialize, rather than suffering from the divisive 
effect on their time of general nursing duties on a 
wide variety of cases. Most importantly, nursing 
care can be planned and administered on the basis 
of patient progress toward recovery, starting with 
the acute phase and progressing toward home care 
or complete recovery. 

Costs of hospitalization to patients may actually 
be reduced through the PPC system, or at least tai- 
lored to the amount of care received. 


ARCHITECTURAL IMPLICATIONS 


If a Progressive Patient Care program is to fit the 
nursing and medical needs of individual patients, 
certainly the hospital that contains the functions 
must be quite different from those of the past. Spe- 
cialized treatment of patients requires specialized 
facilities. If the architect is to plan a PPC hospital 
or even one containing only one PPC element such 
as intensive care, he will find it necessary to take a 
new look at the functions of the hospital and the 
element. The specific type of care to be administered 
will dietate—to some degree—the plan of the unit 
in which the functions are to be performed. 

Planning for PPC affects many of the ancillary 
departments of the hospital. For example, the feed- 
ing problems in Intensive Care Units will be con- 
cerned almost exclusively with soft diets and tube or 
intravenous feeding, while those of Self-Care Units 
may be concerned only with self-service feeding or 
cafeterias. Planning for PPC necessitates a restudy 
of the relationships between the patient care areas 
and the various other facilities of the hospital. Some 
overlapping between the units of PPC tends to exist; 
this may lead to a need for greater flexibility of de- 
sign of patient units and a greater number of multi 
use areas. Automation of many of the hospital serv. 
ices is a growing trend. The combination of PPC 
and automation can produce some sticky desig 
problems. 
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Ambulant Patient Room Plan 
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UNIVERSITY OF FLORIDA HEALTH CENTER, GAINESVILLE, 
FLA. ELLERBE & CO., CONSULTING ARCHITECTS; GUY С. 
FULTON, BOARD OF CONTROL ARCHITECT; JEFFERSON M. 
HAMILTON, UNIVERSITY CONSULTING ARCHITECT. The hospi- 
tal building of the Health Center is divided into three main elements: 
operating areas in one wing, acute and intermediate care in a connecting 
T-shaped wing, and self-care for ambulant patients in a third. The three 
wings are related to each other through a central circulation core con- 
taining elevators and waiting rooms. Ambulant patient rooms are related 
to the outpatient facilities on floors below. Rooms are similar to hotel or 
motel rooms and are furnished with day-beds that double as sofas, desks, 
and comfortable chairs. Each room has a private bath 


SELF-CARE UNITS 


NORTH CAROLINA BAPTIST HOSPITAL, WINSTON SALEM, 
N.C. LARSON & LARSON, ARCHITECTS. The Self-Care wing of the 
North Carolina Baptist hospital, shown in the plan, has rooms that re- 
semble those in a hotel. All have closets and private baths and are fur- 
nished in a hotel-like manner. Most are double rooms, in which a member 
of his family can join the patient during his stay. A patient lounge is 
provided on each floor. No nursing stations are located on the Self-Care 
floors of this hospital. This is general practice in Self-Care units, though 
some plans provide for offices to be used for administration in the units 


SUITE 


DELIVERY 


1. Patient Room 
2. Bathroom 

3. Elevator 

4. Lounge 


Typical Floor Plan 
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Progressive Patient Care 


Perhaps the most striking architectural implica- 
tions in Progressive Patient Care are those having 
to do with the design of the Intensive Care and Self- 
Care Units. Intermediate Care Units tend to resem- 
ble rather closely the traditional general nursing 
unit. Long-Term Units are similar, in many re- 
spects, to nursing homes. The Intensive Care Units 
are something else again. The high degree of nurs- 
ing care required, the acutely ill patients who re- 
quire life-saving care, the need for almost constant 
surveillance and control of the patients. These fac- 
tors add up to a type of nursing unit which has little 
in common with those of the past, in design and use. 

The Self-Care Unit is different too, in its own way. 
Here are housed patients who are convalescent, am- 
bulatory. Proximity to hospital facilities for treat- 
ment or observation is required but the patients do 
not need the amount of nursing care usually provided 
in hospitals or more than the smallest degree of su- 
pervision. Accordingly, Self-Care Units are begin- 
ning to resemble hotels or motels more than hospi- 
tals. Their patient rooms are more like private hotel 
rooms than those in a conventional nursing unit. 


INTENSIVE CARE UNITS 


For a small percentage—perhaps ten per cent—of 
hospital patients, those who are critically or acutely 
ill, who are suffering from heart attacks, severe 
burns, stroke, or the like, nursing units must be pro- 
vided in which almost constant skilled nursing care 
can be provided. The Intensive Care Unit performs 
this function. In addition, it must allow direct audio 
and visual control of patients. Drugs and life-saving 
equipment must be in close proximity. Such systems 
as oxygen and suction must be readily available. The 
unit must be designed with adequate space for eff- 
cient and rapid use of bulky equipment such as oxy- 
gen tents. Facilities for laboratory tests and diag- 
nostic procedures must be provided for, in or near 
the unit. Rapid and dependable communications are 
a necessity. 


INTERMEDIATE CARE UNITS 


Closely resembling the conventional nursing unit, 
the Intermediate Care Unit provides facilities for 
patients who are sufficiently recovered not to need 
the facilities of intensive care, but who cannot yet 
be moved to a Self-Care Unit. These patients are on 
the road to recovery. They require nursing care on à 
level with the usual general nursing patient. Emer- 
gency equipment and systems such as oxygen-suc- 
tion outlets will not ordinarily be required. 


SELF-CARE UNITS 


In the hotel-like Self-Care Unit, the patients are 
ambulatory and virtually self-sufficient. These pa- 
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tients must be in close proximity to the hospital fa. 
cilities only for observation, tests, or treatment. Pro. 
visions are required for the patients' recreation anc 
exercise. Most of the patients will be able to walk tc 
a cafeteria for meals. A not inconsiderable part ol 
their treatment is the attempt to have these patient: 
live during their hospital stay in a manner as closely 
approximating their lives at home as possible. Ir 
Self-Care Units in some hospitals, a member of the 
patient's family may stay in a patient's room. Be. 
cause of the nature of the treatment of Self-Care 
Unit patients, consulting and examining rooms anc 
laboratories may be required near the units. 


LONG-TERM CARE UNITS 


There is a growing trend in general hospitals towarc 
the provision of one or more types of Long-Tern 
Care Units to be occupied by those who need hospi. 
tal services over a longer period of time than is prac. 
tical in the other nursing units of the hospital or ir 
the home. Such patients include those with chronic 
illnesses, the aged with physical disabilities, anc 
psychiatrie patients. The general requirement foi 
these patients is the provision of home-like but effi 
cient facilities, with an environment conducive tc 
emotional as well as physical well-being. Day areas 
recreational facilities, and community dining area: 
are usually required. Planning should provide foi 
ease of use by patients in wheelchairs and those 
with physical disabilities. 


PATIENT PROGRESS THROUGH PPC 


Some indication of the relationships between vari 
ous units of a Progressive Patient Care hospital ma; 
be gained by tracing the progress of a case througl 
the entire system. Admittance to the Intensive Car: 
Unit will usually be from the post-operative recov: 
ery room, from emergency, or as a result of critica 
illness. 

When the patient has recovered to a point wher 
his condition is no longer considered critical, he maj 
be removed to the Intermediate Care Unit. Wher 
the patient's convalescence advances to а stage 
where he can take care of all or most of his owr 
needs, he can progress to the Self-Care Unit. Here 
he will be ambulatory, and ordinarily will have ont 
casual supervision, along with scheduled tests, treat 
ment, or observation. To all of these, he walks, as h 
does to recreation and meals. 

Certain cases, of course, become chronic. Thes 
patients may go from the Intermediate Unit to th 
Long-Term Unit. The last stage of treatment migh 
be Home Care, under the supervision of the hospita 
staff, possibly using equipment furnished by the hos 
pital. Many patients will, of course, be admitted t 
and discharged from one Progressive Patient Car 
Unit without having to go through the other stage 
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SIMPLIFIED PLAN 
FOR EFFICIENT 
CIRCULATION 


NAME: West Allis Memorial Hospital 
LOCATION: West Allis, Wisconsin 
ARCHITECTS & ENGINEERS: Darby, Bogner & Assoc., Inc. 
HOSPITAL CONSULTANTS: Norby-Hatfield Assoc. 
HEATING & VENTILATING ENGINEERS: Holland & Beseke 
ELECTRICAL ENGINEERS: Trester Engineering Co. 
PLUMBING CONSULTANTS: Lubenow & Gobster 
LANDSCAPE ARCHITECT: Fran Lipp 

CONTRACTOR: Jezo Construction Co., Inc. 


Hospitals 


With a simple T-shaped plan and double corridor nurs- 
ing units, the architects of this 250 bed general hospital 
have overcome one of the pressing problems of today's 
hospitals, the loss of time and resulting confusion that 
comes from complicated circulation. Hospital Adminis- 
trator William E. Claypool says of its design, “Because 
of the hospital's simple form, there will be few man- 
hours lost by disoriented employes. Travel to supporting 
areas can be accomplished easily." 

The simplicity of the plan concept is reflected in the 
form of the building. An unusual expansion feature of 
the hospital is that the eight-story main tower was orig- 
inally constructed with the sixth and seventh floors un- 
finished. These floors, when finished at a later date, will 
bring the hospital capacity to a total of 400 beds. 
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Photographs by Big Cedar Studios 
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SECOND FLOOR PLAN 
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LOUNGE 


TYPICAL FLOOR PLAN 


West Allis Memorial Hospital 


The basic T-shaped plan of the hospital has the leg of the T truncated 
above the second floor. The leg contains the operating suite on the first 
floor, delivery on the second. Above this level, the truncated leg of the T 
is mainly used for vertical circulation and waiting rooms on each floor. The 
bar of the T encloses business offices and the cafeteria on the first floor 
and is used for nursing units on the upper levels. Below the main floor, in 
a partially above grade basement area, are located emergency and out-pa- 
tient areas, mechanical equipment rooms, laundry, and other ancillary fa- 
cilities. The unfinished sixth and seventh floors are used for storage, but 
will eventually become nursing floors when needed. 

Nursing floors include obstetrics on the second floor, general medical and 
surgical on the third and on half of the fourth and fifth. Half of the fourth 
floor is used for pediatrics; half of the fifth for a specialized psychiatric 
unit. Completely equipped acute care units of four beds each, for critically 
ill patients, are located directly across from the nurses’ stations on the 
third and fourth floors. Most patient rooms are semi-private, but there are 
afew single rooms and four-bed wards. 
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Surgical Recovery Room 


West Allis Memorial Hospital 


In addition to the surgical recovery room shown 
above, the hospital has an obstetrical recovery room, 
which the hospital authorities believe allows the best 
use of nursing time and provides for the necessary 
final degree of observation during the recovery pe- 
riod. Psychiatric patients are provided with their 
own dining and recreation rooms, as shown, sepa- 
rated from the other patients. In the psychiatric 
area, provisions are made for the necessary degree 
of security. From the nurses’ stations and their 
chart area, nurses have a clear view of the acute 
care units across the hall, and must pass the unit 
each time they leave or return to their stations. 

Quiet is maintained in patient rooms by elimina- 
tion of voice call system for doctors. In its place, 
doctors carry in their pockets small electronic de- 
vices that indicate to them that they should call the 
switchboard. Another control feature of the hospital 
is the central data center, from which the building 
engineer controls room temperatures, operation and 
cut-off cycles of equipment, pressures, liquid levels 
of hydraulic and pressurized equipment. If doctors 
or other personnel require changes in room tempera- 
tures or other systems, a call to the data center gives 
the information to the engineer. He can then check 
his indicators and make the change. 

The building structure is steel frame with con- 
crete joist and slab floors and roof. Exterior walls 
are aluminum and porcelain enamel curtain walls 
and brick. Costs of the hospital were: total cost in- 
cluding equipment—$6,640,552, or $26,562 per bed. 
Figures include cost of two unfinished floors that 
will eventually contain an additional 150 beds 


Central Supply Area 
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Nurses’ Station and Charting Area 


Typical Two-Bed Patient Room 


Hospitals 


HOSPIT AL ADDITION To offer as little disturbance as possible to patients in 
the existing hospital, this 40-bed private patient wing 
was designed of concrete pre-cast elements. Field erec- 
tion of the units will be like building a house of cards 


ERE CTED QUIC KLY and is expected to be simple and fast. 


One of the factors in the design of the pavilion was 

the need for maximum instructional opportunities in the 

WITH PREF AB UNITS patient rooms. Accordingly, each floor will contain 13 
private rooms, each with private toilet room. The dou- 

ble-loaded corridor floors will connect with the existing 

building at one end, where bathing facilities, solarium, 


and storage will be located. New nurses’ stations will be 
built within the existing hospital to serve the new unit. 


NURSES’ 


NAME: Peter Bent Brigham Hospital Voce 
Private Patient Pavilion Addition 
LOCATION: Boston, Massachusetts 


ARCHITECT: The Architects Collaborative; 
partners-in-charge John C. Harkness and 

Jean В. Fletcher; job captain Robert Т. Eskridge 
CONSULTING STRUCTURAL ENGINEERS: Souza and True 


BUILDING 


MECHANICAL ENGINEERS: Reardon & Turner 
ELECTRICAL ENGINEER: John F. Maguire 
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structural wall frames 


alcove for visitors’ chair, writing shelf, 
ond built-in television system 


PRECAST CONCRETE STRUCTURAL-MECHANICAL DIAGRAM 


Peter Bent Brigham Hospital 


The prefabricated structural and wall units of the private patient pavilion were designed 
to be made as large as erection procedures would allow, to minimize the number of 
joints and attendant problems. A typical wall panel is two rooms wide and one story 
high. Within the monolithic wall unit will be contained fixed glass for daylight and 
view and a fan-coil unit for cooling and heating. Units are deep enough to form sun 
shields for the glazed areas. The wall contains the structural columns that carry the 
loads. Prestressed girders will span the 40 feet between bearing elements and will sup- 
port precast floor and roof planks. The entire structure will be tied together with steel 
rods, post-stressed to tie the building into a structural whole 
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Hospitals 


SM ALL GENER AL The architects of this small, 60-bed hospital, turned the 


plan in on itself in order to create a relief from the bar- 
ren and almost vegetation-less surroundings. For the 
HOSPIT AL TURNS IN same reason, the exterior was treated as a crisp, simple 
: mass contrasting with the dull and drab area outside. 
The initial capacity of the hospital may be immedi- 
ON CENTR AL COURT ately expanded to 69 beds by use of the solarium and 
converting single rooms to semi-private. All facilities 
were designed for expansion to a total of 120 beds 
through the addition of a second floor. Structure of the 
building is reinforced concrete with partially exposed 
charcoal-gray concrete frame, white brick veneer panels 
and aluminum sash. Total gross floor area is 43,200 sq ft. 


NAME: West Shoshone General Hospital 

LOCATION: Kellogg, Idaho 

ARCHITECTS: Skidmore, Owings & Merrill 
STRUCTURAL ENGINEERS: Cooper & Rosé & Assoc. 
MECHANICAL ENGINEERS: J. Donald Kroeker & Assoc. 
ELECTRICAL ENGINEER: Grant Kelley 


Photographs by Dearborn-Massar 


Hospitals 


Scrub Area Between Operating Rooms 


pied Operating Room — 


West Shoshone General Hospital 


Trained personnel are even scarcer in this area than 
elsewhere. For this reason, the central nurses’ sta- 
tion in this hospital was designed not only for the 
usual nursing supervision but to become the main 
control center of the entire building after regular 
daytime working hours. Therefore, the main nurses’ 
station has a direct relationship with the lobby and 
front entrance as indicated in the plan. Wherever 
possible, rooms are oriented to the south toward the 
open end of the gulch in which the building is lo- 
cated, allowing view toward mountains in distance 
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COMPLEX ELEMENTS 
NTEGRATED THROUGH 


MASTER PLANNING 


NAME: Los Angeles Orthopaedic Hospital 

LOCATION: Los Angeles, California 

RCHITECTS & ENGINEERS: Albert C. Martin & Assoc. 
ANDSCAPE ARCHITECTS: Cornell, Bridgers and Troller 
CONTRACTOR: William Simpson Construction Co. 


Advance master planning integrated the complex and 
specialized needs of medical-surgical-emergency func- 
tions, orthopaedic-pediatrics, adult orthopaedics, treat- 
ment, and rehabilitation in this diversified orthopaedic 
hospital. The result is a simplified plan, which manages 
to meet the needs efficiently and comfortably in spite of 
the diversity of functional requirements. 

All of the specialized facilities required for orthopae- 
dies are provided in this 157 bed hospital. This presented 
its architects with a somewhat unique opportunity, not 
usually found in planning general hospitals, for close 
study of the planning requirements for this specialty. The 
result is à building that is something of à model of the 
relationships between orthopaedic activities. 


Julius Shulman photographs 
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Bridge at Rear Connects Main and Auxiliary Buildings 


Los Angeles Orthopaedic Hospital 


In addition to central supply, dining areas, storage and the like, the operating, recovery, 
and emergency areas of this hospital are in the basement, partially below grade. Com- 
plete service facilities are also provided underground, allowing trucks to enter and un- 
load on that level. Tunnels connect the main building to the laundry, boiler house, and 
other buildings. In this way, activities that are most disturbing to patients are removed 
from the patient areas. The main floor is occupied by the administrative offices, a lecture 
room, coffee and gift shop, laboratories, x-ray and fluoroscopy, and plaster rooms. Two 
rehabilitation pools with equipment for treatment are located near the main building 
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Los Angeles Orthopaedic Hospital 


Attached to the main structure is a shop where 
braces and other orthopaedic mechanical aids are 
manufactured and fitted. Children’s areas, such as 
patient rooms and the waiting room shown above, 
have murals and mobiles provided by Walt Disney. 
A self-contained closed-circuit television system is in- 
stalled in the building for use in teaching. One use 
made of the system is for the projection of surgical 
operations on a screen in the lecture room from cam- 
eras in the operating rooms. University of Southern 
California medical students meet in this room to ob- 
serve the operating procedures. 

The hospital complex is supplied with oxygen, 
nitrogen, gas, air conditioning, and heat, through an 
underground system, from the engineering building. 
Patient rooms are wired for AM-FM radio and the 
hospital has a complete remote tape-recording sys- 
tem, intercom, nurses call system, and paging 
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Operating and Scrub Rooms in Basement 
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Children’s Recreation and Class Room 


Hospitals 


SEP AR ATION INTO By dividing this osteopathic hospital into two elements, 


one containing only nursing units, the other all of the 
ancillary services, the architects were able to increase 
the efficiency and effectiveness of the nursing care. Traf- 
TWO UNITS HELPS fic through nursing units is decreased. Patients have 
more privacy and quiet. | 
The original size of this complete hospital is 282 beds. 
ORG ANIZE HOSPIT AI, It was planned for the addition of 150 convalescent- 
chronic beds in another unit, with provisions for expan- 
sion of the ancillary unit to take care of the increased 
patient load. Color has been used very effectively 
throughout the hospital, not only for its psychological 
effects, but also to indicate directions of circulation. For 
example, green doors lead to surgery, white to obstet- 
rics, blue to laboratories. 


NAME: Flint Osteopathic Hospital 
LOCATION: Flint, Michigan 


ARCHITECTS & ENGINEERS: Smith, Hinchman & Grylls, 
Assoc., Inc. 


HOSPITAL CONSULTANT: Forst R. Ostrander 
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Hospitals 


)perating Room 


"lint Osteopathic Hospital 


'he layout of the ancillary portion of the hospital 
laces all related services within a few steps of each 
ther. Radiology and pathology are near the surgery 
rea. Central supply and the pharmacy are adjacent 
o operating and delivery rooms. The emergency de- 
artment was placed near the physio-therapy area, 
o that they could be used together for emergencies 
f needed. The surgical recovery room nearby can 
lso be used for emergency if required. The labora- 
ory, x-ray, emergency, and physio-therapy depart- 
nents are arranged so they share a common lobby, 
hus effectively reducing the number of personnel 
eeded in this area after normal hours. 

The double corridor nursing unit scheme, with 
entral nurses’ stations and related facilities, re- 
псев the length of the nursing wings and gives pa- 
ients privacy. Nurses’ stations on the first and sec- 
nd floors are placed near each other, and are so 
rranged that either station can care for the patients 
ssigned to the other. The nursing unit wing con- 
ains laundry, lecture rooms, mechanical equipment, 
ining rooms, and similar areas on the ground level. 
"ors above contain general, pediatrics, and obstet- 
ical nursing units. The third floor has an intensive 
are unit. All patient rooms are provided with toilets 


Central Sterile Supply 
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Hospitals 


Typical Nurses Station 


Flint Osteopathic Hospital 


Nurses’ stations are located as shown between the 
double corridors of the nursing units. Two stations 
per floor are provided. Patient room entrances are 
recessed from the corridors to give individual pa- 
tients more privacy and allow more efficient servic- 
ing of the rooms without interference with general 
corridor circulation. Toilet rooms and closets are ad- 
jacent to the recessed area. The central sterile supply 
was planned by the architects with Keith Bowker, 
administrator of the hospital. It was located as near 
the geographical center of activities in the ancillary 
wing as possible. 

Structure of the nursing building is reinforced 
concrete, while that of the ancillary building is steel 
frame with a steel pan roof. Both buildings are com- 
pletely air conditioned. Costs, including architects' 
fees and equipment were: total cost $3,448,182 or 
$14,862 per bed 


Lobby and Reception Desk 
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Report on the 
Hartford Hospital 
Fire 


Design Tool 
For Determining 
Acoustical Privacy 


This Month’s 
AE Section 


Architectural Engineering 


The Hartford Hospital built in 1948 appeared to most people to be immune to 
the ravages of fire. It was called “fireproof’”—a loose term and a faulty con- 
cept. Nevertheless a tragic fire did occur on the ninth floor of the 13-story struc- 
ture. Why did it happen? Reasons given by the National Fire Protection Asso- 
ciation in the latest NFPA Quarterly, January 1962 were: 1) delayed alarm, 2) 
hazardous rubbish handling chute, 3) combustible ceiling tile in the corridors, 4) 
undivided ceiling space, 5) partial sprinkler protection and 6) manual-closing 
smoke barriers. 

The following paragraphs contain a brief summary of the report: Fire started 
in a 22-in. diameter metal rubbish chute which had one 165 F sprinkler at the 
top; aluminum doors opened directly from the chute into the corridors at each 
floor. Trash in the chute had caught fire before, but usually was put out by hos- 
pital personnel. The fire department was called for one fire which caused a small 
amount of damage and filled upper floors with smoke. (The present NFPA Stand- 
ard for Incinerators and Rubbish Handling requires service openings to be 
equipped with self-closing fire doors, and that each service opening be located 
in a room or compartment cut off from the rest of the floor by fire walls or parti- 
tions.) 

Fire was discovered first by the employe who handled dumping of rubbish, 
sometime after he returned from lunch. He sprayed water on the rubbish from 
a standpipe hose on the first floor. First alarm was turned in by a nurse on the 
12th floor at 2:39 who saw black smoke seeping out from around the chute door. 
Two minutes later a blast occurred in the chute, blowing off the door on the 
ninth floor. The blast ignited the combustible ceiling tile in the corridor and 
flames roared down the hallway. 

Metal-clad, wood-core, smoke-stop doors in metal frames were provided at each 
end of the center section corridor. They were of the manual-closing, single-swing 
type. The door on the north side was closed immediately following the blast and 
kept closed. The south door was closed as smoke filled the floor, but for some 
unknown reason was opened at the height of the fire. 

The corridor ceiling was of combustible acoustical tile mounted by adhesive 
to suspended gypsum lath. Samples of this tile flown to Underwriters’ Labora- 
tories, Inc. were found to have a flame spread rating of 180. The present NFPA 
Building Exits Code calls for interior finish in hospital corridors to have a flame 
spread of 25 or less. There was a non-firestopped open space between the ceiling 
and the concrete floor above. This space extended over the corridor and over the 
smoke doors, in effect short-circuiting them. 

Those people on the ninth floor who stayed behind closed doors, stopped up by 
damp cloths, survived. Those who didn’t perished. The toll, 16 lives: seven pa- 
tients, four employes and five visitors, all in the south wing. 


A new design tool called the Speech Privacy Analyzer developed by Bolt Beranek 
and Newman Inc. under the sponsorship of Owens-Corning Fiberglas Corpora- 
tion provides an accurate, easy-to-use method for determining the degree of 
speech privacy required for any given room situation, and for selecting the build- 
ing components that will provide the necessary sound isolation. The principal 
elements of the analyzer are a privacy requirement estimating sheet, a compo- 
nent selection and data cards on ceilings, partitions, doors and corridors, and 
duct systems. Up-to-date acoustical data on pertinent products will be a con- 
tinuing service of Owens-Corning to owners of the analyzer. It is available from: 
Speech Privacy Analyzer, Owens-Corning Fiberglas Corp., 717 Fifth Avenue, New 
York 22, N. Y. Cost is $18.00. 


NEW WAY TO BUILD A SHELL: ROOF IS WELDED STEEL DECK, p. 176. 
WHAT’S HAPPENING IN POLARIZED LIGHTING, p. 179. HOSPITAL COM- 
MUNICATIONS, p. 181. BUILDING COMPONENTS: Hospital Communications, 
p. 189, Products, p. 193, Literature, p. 194. 
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NEW WAY TO BUILD A SHELL: 
ROOF IS WELDED STEEL DECK 


Two layers of metal decking are crisscrossed 


to form a four-quadrant hyperbolic paraboloid 


by Harry T. Graham, Truman P. Young Associates, Cincinnati 


One of the top award winners in the 
James F. Lincoln Arc Welding Foun- 
dation competition was this structure 
for a Cincinnati restaurant. Program 
requirements called for striking ap- 
pearance, square-shaped floor plan, 
and reasonable cost. A metal-deck 
hyperbolic paraboloid easily matched 
these requirements. 


Size and Shape 

The structure consists of four para- 
boloids, each 33 ft 6 in. square, hav- 
ing a common column in the center 
of the structure and four exterior 
corner columns, giving a basic build- 
ing 67 ft sq. For the sake of appear- 
ance overhangs were added on each 
of the four sides in the form of tri- 
angles. Since the basic paraboloid is 
square, this overhang complicated 
the design. The analysis considered 
first the basic square paraboloid, and 
then the overhang as a simple span 
supported on the outside edge beam 
and the fascia member. The edge 
beam is a straight line, thus the fascia 
member necessarily is a curve. 


Roof Membrane 
The main problem in using a mem- 
brane of laminated sheet metal was 


fastening the two sheets together. 
Riveting and bolting as well as weld- 
ing were considered. Of the three 
methods, only welding with the semi- 
automatic gun gave a reliable con- 
nection that was economically feas- 
ible. 

The dead load was 22 psf and the 
live load was assumed to be 25 psf 
for a total load of 47 psf. Using 20 
ga deck for both top and bottom 
sheets, the stresses were all within 
the allowable range. However, for 
ease in welding it was decided to use 
an 18 ga lower layer and 20 ga upper 
layer with flutes at right angles to 
each other, and the panels of deck- 
ing parallel to the edge members. 
This made all lines of stress at 45 
degrees to the decking, but it was 
felt that using two layers at right 
angles would make for easier and 
faster erection, as each sheet would 
be essentially a straight line be- 
tween members with only a slight 
warp in the 2-ft width. The top and 
bottom layers were welded at each 
intersection by a series of plugwelds, 
having a maximum stress of 1190 Ib 
per weld. 

The pattern of welds is shown at 
top of the page along with the special 
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VAVCONTN YP 


EDGE BEAM WELDING 


Edge beams are straight. Roof cantil 
fascia. Ridge beams slope down to 10 


È 5"x5/8"x6-0" 
Ê 6'x1/2'x9-0" 


EQUALLY SPACED 


I6 PANELS 
BOTTOM 


CANTILEVER SECTION OF ROOF 


EL.1675 


CENTER 
І 39/8 peg 


mn 2-26" و‎ | 


DIMENSIONS OF STEEL DECKING 


2b | d x 


WELD PATTERN FOR DECKING 
18-ga. lower layer, 20-ga. upper layer 


The doubly-curved hyperbolic paraboloid can be constructed 
geometrically by means of straight lines. Thus it was possible to 
build a steel-surfaced hyperbolic paraboloid using 2-ft. wide sheets 
dr of fluted metal decking; there is only slight warping across each 

| sheet. The shape of one quadrant of the hyperbolic paraboloid is 
FLOOR LINE à. shown in the elevation, left. 


ATION at angle shown above 


I6 GA. 4, 
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EDGE BEAM DIMENSIONS RIDGE BEAM RIDGE BEAM AT CANTILEVER 


“Warp” of roof can be seen in this photo. Note plugwelds Peak is 181%4-ft high sloping down to 4% ft at corners. Interio 
which fasten upper 20-ga sheets to lower 18- -ga | ahests is free except for center column which is 1014-ft high 


CUT LOWER 
FLANGE OF бы 
TO FIT AGAINST 
COL. & WELD 
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21/4" від" 
HOLE FOR 
DOWNSPOUT 


CORNER COLUMN DETAILS 


STRUCTURAL ENGINEERS: Hanly and Young (now 
Truman P. Young & Associates) 


ARCHITECTS: Woodie Garber & Associates 


Steel skeleton for the h.p. Posts under 
edge beams are for shoring purposes 
1 1 
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The stub corner columns are cut off at an 
angle to receive drain scuppers 


roof deck section used. This section 
is a standard shape without the edge 
bends, made by lifting the rolls that 
form the edges. The flat edges then 
overlapped by varying amounts and 
were practically unnoticable. 


Edge Beams 

The basic stress in the edge members 
is compression and for that reason a 
box section was used giving the best 
"y" (radius of gyration) for the 
amount of metal used. The approxi- 
mate sizes were dictated by architec- 
tural reasons, so a section composed 
of channels and plates was chosen. 
In addition to the compression and 
horizontal bending in the edge mem- 
bers, the overhang introduces verti- 
cal bending. 

The most difficult problem was the 
method of connecting the membrane 
to the edge beams. After much ex- 
perimentation on the drawing board, 
it was decided to use a small pipe for 
the bottom and a half pipe for the 
top. By using these shapes, a con- 
tact for welding was always made, 
regardless of the angle of the deck. 
The fascia member, being on a para- 
bolic curve, became a catenary. The 
member could have been a bar which 
would have draped very readily. How- 
ever, to obtain a fascia, a 6 in.-chan- 
nel was used; and, to get enough web 
thickness to prevent buckling, a 
heavy 13 lb section was needed. The 
corner columns were quite short, so 
presented little difficulty in taking 
the 100,000 lb horizontal thrust. 
These steel columns rest on heavy 
concrete piers, which are tied diag- 
onally across the building just below 
the floor with four No. 11 reinforc- 
ing rods in concrete. Since the center 
forms a pocket, a roof drain had to 


be placed at this point. The drain 
was located directly over the column, 
a copper downspout was placed down 
through the boxed angle column and 
out the side of the footing. Details 
of the columns are shown at left. 

An unusual cut was required on 
the ends of the edge beams to con- 
nect them to ridge beams. This was 
made very well in the shop, and as 
a result there was perfect fit in 
the field. The metal deck was placed 
following the erection of the beams. 
Three lines of wooden shores were 
used at quarter points of the 33- 
ft span. These consisted of a 2 by 8 
full length of à quadrant supported 
on single 2 by 4 posts. The lower 
layer of deck was placed on the edge 
members and the wooden supports. 
The sixteen sheets were equally 
spaced allowing the side laps to vary 
across the span. The ends of the 
sheets were trimmed as necessary 
and welded to the pipe on the side of 
the edge members. After the entire 
lower layer was in place, the upper 
layer was laid at right angles. The 
ends were welded to the edge beams 
as each sheet was placed. After all 
top sheets were laid, the interior spot 
welds were made by one man, using a 
welding gun. After one quadrant was 
completed, the procedure was repeat- 
ed on the diagonally opposite. 


Cost 

Cost of completed roof structure, 
deck, insulation and roofing (built-up 
with marble chips) ran slightly over 
$3.00 per sq ft. 

Following this project, three oth- 
er structures were built, similar in 
principle but somewhat different in 
shape. Cost of these has been reduced 
to just above two dollars per sq ft. 


Half-round pipes on edge beams are used 
for welding attachment of roof 


WHAT’S HAPPENING IN POLARIZED LIGHTING? 


New materials have been devel- 
oped for lighting fixtures to re- 
duce reflected glare. Here is 
how they work and what can 
be expected of them 


Light polarizing panels suitable for 
lighting fixtures, luminous ceilings 
and for daylighting applications are 
being offered to cut down reflected 
glare on seeing tasks, and in this 
way improve visibility. 

While polarizing materials are fa- 
miliar to the public as used in sun 
glasses and camera filters, these ma- 
terials haven’t been applied to build- 
ing lighting for at least two reasons. 
First, the materials used in sun 
glasses are poor light transmitters— 
some lose about 60 per cent of inci- 
dent light in absorption. Second, 
even if more efficient materials had 
been available, there wasn’t any 
method or standard for rating their 
over-all efficiency. 

Recently, however, new materials 
called multi-layer polarizers were 
made available (since 1958), and 
within the last year, new types of 
panels were introduced with im- 
proved efficiencies. Cost of multi- 
layer polarizer sheet materials is in 
line with common plastic diffusing 
media in use today. 

The second deterrent mentioned 
has been overcome by a new research 
study made by Dr. H. Richard Black- 
well, Director of the Institute for Re- 
search in Vision, The Ohio State 
University. 

This study was presented at the 
Illuminating Engineering Society 
National Conference in St. Louis last 
September. In essence this report: 
1) demonstrates via tables and 
graphs the capabilities of polarizing 
panels (plus some other light con- 
trolling panels) in reducing reflected 
glare, and 2) proposes a method for 
evaluating the efficiency of any po- 
larizing or light control medium in 
relation to reflected glare. This eval- 
uation compares the increase in con- 
trast, which is a “plus”, with the re- 
duction in light output of the lumin- 
aire (for multi-layer polarizers), 
which is a “minus.” The evaluation 
then indicates whether or not over-all 
improvement in viewing efficiency is 
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3rd Edition 


From IES Lighting Handbook, 


Veiling glare makes it harder for a person to see a task; this is caused by specu- 
lar (mirror-like) reflections of the light source. These photos show the effect of 
different directions of non-polarized light. Viewing angle is 25 degrees. Top 
left: 90 degree incident light (perpendicular to paper); top right: 40 degree 
incident light (50 degrees from perpendicular); lower left: 65 degree incident 
light; lower right: 5 degrees incident light 


possible. Blackwell" tests indicate 
that the efficacy of multi-layer polar- 
izers is significant for viewing angles 
of 40 degrees and above. 


What is Reflected Glare? 
Glare is of two kinds—direct and re- 
flected. Examples of direct glare are 
excessively bright (or large area of) 
lighting fixtures in one's field of 
view, or bright light from a window. 
Reflected glare, on the other hand, is 
light from a given source which 
strikes the surface one is looking at 
and. bounces up, as from a mirror, 
right into his eyes. People are usual- 
ly aware of this happening with 
glossy paper, glass table tops and 
show windows. Surprisingly, even 
matte surfaces can be mirror-like in 
reflecting unwanted light. Some of 
the fibers of a matte paper or cloth 
can be oriented so that they reflect 
light from an overhead source. In 
lighting terminology this is called 
broad band specularity, as distin- 
guished from narrow band specular- 
ity of naturally shiny surfaces. 
Everyone has had the experience 
of tilting glossy pages of reading 
matter under a desk lamp or fixtured 
ceiling in order to get rid of annoy- 
ing glare. Without realizing it, the 
person doing this is actually chang- 


ing the angle of viewing so that the 
reflected glare is turned away from 
his eyes. 

Contrast is the phenomenon that 
makes small objects stand out. Black 
ink on white paper is better than 
black ink on gray paper. Contrast 
can be defined as the difference in the 
brightness of critical detail (such as 
printed type) and brightness of the 
background. 

Loss of contrast has to be made up 
by increased illumination to restore 
visual performance to its original 
state. Dr. Blackwell has said that a 
seven per cent improvement in con- 
trast is as good as 100 per cent in- 
crease in luminance. 

Dr. Blackwell’s earlier, and now 
famous, report (1958) dealt with the 
quantities of light required for a 
wide variety of tasks to achieve max- 
imum practical accuracy of seeing. 
This study showed that quantities of 
illumination might vary from 1.18 
footcandles for 8 point text type to 
590 ftc for a poor copy print. These 
figures, of course, were based on a 
completely glare-free luminous en- 
vironment, and would have to be 
jumped considerably if there were 
bad glare situations—either direct 
glare from windows or lighting fix- 
tures, or reflected glare from over- 
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Background on Polarization 


Graphs from IES Lighting Handbook, 3rd Edition 
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10. 100 200 500 1000 
BRIGHTNESS IN FOOTLAMBERTS 
A loss in contrast between an object being viewed (say a pencil mark) and 
its surround (the paper) must be made up by increased illumination for 
equivalent no-glare visibility. This chart shows that a reduction in contrast 
from 0.7 to 0.6 due to glare (14 per cent loss in contrast) is compensated 
by a 300 per cent increase in brightness of the task 


0.1 


Visual effectiveness can be improved by increasing either 
the contrast of the task or the amount of illumination 
(above). Angles of glare are shown above, right. Theory 
of multi-layer polarizers is given below 


Drawing left depicts a dark image and a light surround being struck by unpolarized 
light rays. Part of each ray is reflected, partially polarized (a,c). The other part is 
refracted into the pigment and re-reflected diffusely (b,d). Rays a,c partially mask 
b,d which reflect true colors. Drawing right shows polarized rays striking the same 
task. There is no direct reflection at this angle of incidence. Instead all of the light 
is refracted into the pigments from where it is re-reflected diffusely, thus indicating 
only the true contrasts and colors of the light and the dark 
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ceiling fixture 


Glare zones for a 
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141/2" 


Area of desk taken in by various view- 
ing angles (from 1961 Blackwell report) 


enclosure and 


Multi-layer polarizer, 
fluorescent tube. Vertical ray from tube 
does not become polarized. Other ray 
directly transmits 45 per cent of its 
light polarized. Eventually, according to 
Marks, 71 per cent of this ray becomes 
polarized by reflection and refraction 


head or local lighting units. 

There are three ways by which re- 
flected glare can be minimized: 1) by 
lighting fixture (luminaire) lay- 
out, 2) by control of light distribu- 
tion from individual lighting fix- 
tures, and 3) by polarization. 

The location of luminaires in a 
particular room can be chosen so 
that reflected glare will be overcome 
or neutralized. This will happen if 
there is a sufficiently large compo- 
nent of illumination from outside 
the reflected glare zone. This zone 
exists angularly from a perpendicu- 
lar to the light source to 45 degrees 


away from the perpendicular. With a 
luminous ceiling, the light comes 
from every angle from the ceiling. 
Blackwell states in his study that the 
luminous works particularly well at 
a viewing angle of 25 degrees. 

The second method for reducing 
glare (or, to say it another way, to 
increase contrast) is the use of a 
light controlling device such as a 
lens, a panel made up of a lot of little 
lenses, or a reflector to send the light 
out only within a restricted angle, 
cutting out those components that 
would cause either reflected glare or 
direct glare (a "bright" fixture). 
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The final method for reducing re- 
flected glare is polarized light which 
currently is making headlines in en- 
gineering and architectural circles. 


How Polarization Cuts Glare 
Knowledge of the effects of polarized 
light is as old as the artist’s easel. 
Instinctively, artists preferred north 
light because reflected glare is less 
than with light from other direc- 
tions, and the reason for this is that 
sky light from the direction opposite 

the sun is partially polarized. 
The purpose of polarized filters for 
continued on page 198 


HOSPITAL COMMUNICATIONS 


New electronic aids to flexibility and variety 


in hospital design, to lower costs, and to better patient care 


Advances in electronics are helping 
to solve hospital design problems in 
two ways. (1) By speeding communi- 
cations they permit the medical staff 
to give more patients better care, and 
the administrative staff to apply mod- 
ern business and supply techniques. 
This means larger nursing units, 
more medical services per staff mem- 
ber, more attention to traffic flow. 
(2) By making use of transistors, 
printed circuits, memory systems, 
and other developments, making 
equipment more compact and more 
versatile, they are saving precious 
space and at the same time permit- 
ting design of larger medical estab- 
lishments of greater operational effi- 
ciency. Both of these effects mean 
lower costs. 

Some of the basic hospital commu- 
nications systems are illustrated on 
this page. A few others, such as 
closed circuit television, alarm, and 
monitoring systems appear in instal- 
lations and equipment shown on 
pages which follow. They are fami- 
liar in principle and have developed 
out of long-felt needs. With cost-sav- 
ing refinement and diversity has 
come increased complexity which 
calls for careful planning. 

In a recent talk at the Engineering 
Institute of the University of Wis- 
consin, a DuKane Corp. executive 
made the following points concerning 
hospital planning: 

Constructing or modifying a hos- 
pital requires the coordination of the 


entire program including communi- 
cations equipment. During the basic 
planning period, the specialized 
knowledge of manufacturers’ experts 
can help in reaching early decisions 
as to what type of equipment will 
meet the particular needs of each 
section of the hospital. This should 
not be based on anyone’s personal 
preference nor limited to considera- 
tion of only one manufacturer. 

Unfortunately, no blanket set of 
rules exists to guide the planners. 
Each hospital presents unique prob- 
lems that will require the best think- 
ing of everyone involved. 

Four basic factors affecting cost 
should be considered: 

(1) Evaluate standard manufac- 
tured items as against custom-built 
wherever possible. 

(2) Investigate equipment reliabil- 
ity through previous users. 

(3) Be sure preventive mainte- 
nance and service are available. 

(4) Each system should have fu- 
ture expansibility built in without 
excessive first cost. 

Specifications should not be re- 
strictively written. Many architects 
and engineers prefer a separate bid 
for communications such as those for 
elevators or x-ray equipment. This 
allows the electrical contractor to pro- 
vide conduit, boxes, etc., but allows 
the manufacturer to make the actual 
hookup. Separate bids allow the own- 
er and architect to receive quotations 
from several manufacturers. 


(Below) Nursing supervisor can check and adjust temperature in any operating 
room at Memphis Methodist Hospital from remote control center. Operating surgeon 
сап signal by floor button and request adjustment without interrupting surgery 
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Nursing station at Huntington Memorial Hos- 
pital, Pasadena, Calif., centralizes, l. to r. on 


counter, nurse-patient intercom, telephone, 
pneumatie tube dispatch, departmental inter- 
com. Photo, Lamson Corp. 
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Pigeonholes below clock in doctors’ lounge at 
West Allis Hospital (see page 159) combine in- 
out register and paging. When doctor removes 
pocket radio, a light shows operator he is in 


-— 


(Above) Telautograph transmits facsimile of 
written orders. (Below) Patients records found 
in seconds by pushbutton system are relayed by 
phone-intercom 
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Hospital Communications 


Nurse-patient intercom and TV -— in pa- 
tient's room, above, is similar to that described 
in the text ` 


оостатз. 
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лекне 


Plan, above: Carroll County General Hospital, Westminster, Maryland;* Architects: 
Edward H. Noakes & Associates, in association with B. E. Starr; Hospital Con- 


sultants: Gordon A. Friesen Associates 


Integrating Communications and Supply 


“You simply cannot separate prob- 
lems of communications and supply 
in any rational approach to the de- 
sign of a modern hospital.” So pro- 
claims Gordon A. Friesen, Washing- 
ton, D. C. hospital consultant. And 
with characteristic zeal he tells you 
why: 

In the average hospital today, a 
considerable portion of the nurses’ 
time is spent gathering supplies for 
patient care. The moment a patient 
is admitted, a message to central sup- 
ply can dispatch prepackaged sets of 
basic supplies and, according to his 
diagnosis, special equipment to be 
ready when he gets to his room. His 
diet and medications, everything re- 
lating to his care, must be ordered by 
communications and delivered to his 
room by supply techniques which 
give the nursing staff maximum time 
at his bedside. 

Carroll County General Hospital, 
Westminster, Md., is described in a 
recent report by Jess Kaufman of 
Executone, Inc., as an outstanding 
example of a hospital equipped with 
a complete, integrated network of 
communication and supply systems. 
Here, the patient signals the floor 
nurse by pressing a button in a pillow 
unit. The call is registered by lights 
both over his door and at the nursing 
station. The pillow unit also serves as 
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a remote tuner and volume control for 
a television set. Through the same 
unit the patient hears the TV sound 
without disturbing other patients in 
the room. When his nurse call is an- 
swered, two-way voice communication 
takes place through a microphone- 
speaker built into the wall. 

Near the door to each room is a 
service unit consisting of paired sup- 
ply closets which open to both the 
room side and corridor side of the 
corridor wall. One closet contains 
clean supplies for the room. The 
other holds soiled linen and utensils 
ready for collection from the corri- 
dor. On the room side of these closets 
is a call station to a central supply 
area on each floor. 

The nursing floor is divided into 
zones, with five rooms in each zone. 
As the nurse makes her rounds, she 
may find that she needs some sup- 
plies. She places a call to central sup- 
ply and goes on with her work. She 
may move from room to room in her 
zone before her call is answered. 
Supply call stations within each zone 
are wired in parallel so that, when 
supply answers her call, she can pick 
up the nearest handset and order the 
supplies she needs. Her duty time is 
thus spent in direct patient care. 


* Architectural study published in ARCHI- 
TECTURAL RECORD, April, 1960 


Electronic Network 
with an Eye 
to the Future 


Closed circuit television is not con- 
sidered a luxury at the new Alexan- 
dria Hospital. According to Charles 
M. Goff, administrator, it is a natural 
adjunct of an audio-visual network 
planned for expanding services to 
patients and staff. A single TV cam- 
era can be plugged in at any of sev- 
eral locations including operating 
rooms, chapel, lobby, or conference 
rooms. Portable monitors can be 
plugged in at many points including 
nursing stations for night monitor- 
ing of critically ill patients or in con- 
ference rooms for close-up viewing of 
operations. A chapel service or baby- 
care lecture, for instance, can be seen 
on any or all patients’ room TV re- 
ceivers. A child visitor in the lobby 
can be seen by his mother in her room 
while she talks to him on the tele- 
phone. Mr. Goff plans to use the sys- 
tem extensively to improve training 
and efficiency of his staff. 

The nurse call system at Alexan- 
dria uses a hand microphone-speaker 
at each bed. A button on this unit can 
call the nursing station. If the doctor 
sets a bedside switch, the call will 
supersede calls from other units. A 
compact electronic memory. system 
flashes the bed numbers of callers on 
a console in the order of their calls. 
An emergency switch in each bath- 
room supersedes all calls and its con- 
tinuous light and sound signal can- 
not be turned off except by going to 
the indicated room. The patient’s mi- 
crophone speaker doubles as TV and 
radio tuner and private sound source. 

Radio paging of doctors and key 
personnel is used at Alexandria. 
When a doctor “dials in” on a coded 
in-out registry, he picks up an indi- 
vidual pocket radio receiver. The tele- 
phone operator can then press a but- 
ton which induces a beep signal in 
his receiver and no other. The doctor 
presses a button on the top of his re- 
ceiver and listens to a voice message 
from the operator. A loop antenna 
built into the perimeter of the build- 
ing assures that there will be no 
dead spots of poor reception any- 
where on the premises. 


Alexandria Hospital, Alexandria, Virginia; Architects: Saunders & Pearson; Con- 
sultants: Frank C. Sutton, M. D. and Christopher G. Parnall, M. D. 


Radio paging, closed circuit TV, and 


two-way nurse-patient intercom increase 


effectiveness of staff duty time at Alexandria Hospital. 
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Hospital Communications 


Photo by Architectural Photo Service 


After a century of building at Grasslands, there are now five medical care buildings recently linked by electronic communications 


(Left) Dial-in station over reception desk of 
main hospital building at Grasslands. Panel at 
top, a paging adjunct to the dial-in system, 
flashes numerals. (Right) Operator dials to see 
whether doctor is in, sets flasher if message is 
waiting. Photos courtesy Auth Electric Co., Ine. 


mm 


Electronic memory and paging switches in cen- 
tral brain of registry system. “Books” of 100- 
name printed circuits are added by plug-in 


Electronic Register Checks Huge Staff 


In an Out of Many Doors 


The trouble at Grasslands, mile- 
square campus for the Westchester 
County, N. Y., medical and correc- 
tional center, was old age and prolif- 
eration. The present main hospital 
building, about a quarter mile from 
tip to tip, was built in the '70's as a 
county home for the aged poor. It has 
many doors, which have posed a staff 
checking problem ever since the 
building was converted to a hospital 
during World War I. The problem 
was temporarily solved by a lighted 
nameplate registry near the main en- 
try through which staff doctors were 
urged to pass. 

With the years, more buildings 
were added, and more staff. Eventu- 
ally there were five medical buildings, 
some of them with main entrances a 
quarter mile from the nameplate reg- 
istry. The staff increased, and the 
registry panel grew until the next 
expansion would have carried it 
around a corner of the hallway. Long 
before that, doctors stationed in dis- 
tant buildings had ceased to use it. 

This year, electronies and its new 
techniques of miniaturization, are 
making it possible for each member 
of a staff of several hundred doctors 
to enter any of the five buildings, dial 
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a three-digit personal code number 
on a wall-mounted unit less than a 
foot square, and be centrally regis- 
tered as “in.” If there is a message 
for him, the wall unit flashes a signal. 
If someone calls while he is in, the 
telephone operator dials his code 
number on a unit near her switch- 
board which signals whether he is in 
or out so that she knows whether to 
initiate paging. When he leaves the 
complex, he dials out at any station. 

Central brain of the system is a 
compact arrangement of transistors 
and printed circuits in a cabinet 
about head high and three feet square 
in cross section. Circuits are assem- 
bled in book-size modules, each of 
which is an encoded memory system 
for 100 registrants. To add capacity 
up to 1000 names, it is only necessary 
to plug in another “book” for each 
100 names. 

R. G. Gould, director of facilities 
and services for Grasslands, de- 
scribes the system as a long sought 
solution to the problem of outfitting 
a complex of older buildings with a 
means of centrally registering a very 
large staff, many of whom are rela- 
tively infrequent visitors to the hos- 
pital campus. 


Go lo... 


* 


` the know-how 


A pioneer in its field, Electromode has been in 
business more than 30 years as one of the 
world’s largest exclusive designers and manu- 
facturers of all-electric heating units and sys- 
tems. For the BEST in Quality, Design, and 
Performance—go to Electromode the Specialist! 


ROCHESTER 3, М.Ү. 


of lectromode 


Division of Commercial Controls Corporation 


J lectromode 


THE 


Electric HEAT 
SPECIALISTS 


the product 


Electromode has the only heaters with the 
exclusive Cast Aluminum Heating Element! 
This assures better heat control and distribu- 
tion, long life, maximum efficiency and com- 
plete safety. No fire, shock or burn because 
all "hot" wires are deeply and permanently 
embedded in cast aluminum. This exclusive 
feature is the reason why Electromode flame- 
less heaters are unsurpassed! 


NAME 


the service 


Electromode has a nationwide network of sales 
offices, each staffed with factory-trained heat- 
ing experts. They know heating problems from 
A to Z. They speak your technical language. 
They're ready to offer recommendations with- 
aut iR, to solve any specific heating 
need. 


ELECTROMODE Division of Commercial Controls Corporation 
Dept. AR-32 * ROCHESTER 3, N. Y. 


Please send me without obligation the complete 


ELECTROMODE HEATING MANUAL 


TITLE 


COMPANY 


ADDRESS 


CITY 


ZONE STATE 
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ways to improve patient care 


and hospital efficiency 


. .. through the functional use of communications and sound 


Well-planned Executone sound-communication systems can 
perform heroic labors in the hospital. More than 30 different applications have been 
designed. Seven broad areas are detailed here. They are capable of lifting 
many burdens that high costs and personnel shortages impose on 


1. Provide for instant 
command-response in surgery 


Lives can be saved by immediate re- 
sponse to doctors’ commands in the Sur- 
gical Suite. It is vital that a surgeon obtain 
assistance from remote departments with 
as much dispatch as he receives an in- 
strument from his Operating Nurse. He 
may, for instance, have to suspend an 
operation until a report on a specimen 
can be obtained from Pathology . . . until 
Blood Bank or Sterile Surgical Supply 
can fill an unforeseen need. 

Executone's intercom systems put these 
services at the surgeon's immediate dis- 
posal. They fulfill special requirements 
of the Operating Room— explosion- 
proofing ...foot-operation... extremely 
well-modulated voice reproduction. 
They can, in addition, be used to trans- 
mit 2-way voice communication between 
the surgeon and students. 

In other than surgical areas where 
urgent situations arise, action can almost 
always be expedited by properly-speci- 
fied Executone communications. 


patients, administrators and staff. 


2. Raise nurses’ productivity; improve bed-patient care 
Y ...in new and existing hospitals 


Time and motion studies have proved 
ihat nurses' foot travel can be reduced 
by as much as 65%. At the same time, 
more duties can be assumed by order- 
lies, aides and Practical Nurses. The 
source of these skilled-labor-savings is 
the Executone audio-visual nurse call sys- 
tem. It can make a reduced nursing staff 
more responsive to the patients' needs. 

In most cases, it can be installed using 
existing nurse call wiring. An effective 
audio-visual system will incorporate the 
following factors: 


a. ability of patients, including those 
unable to move or speak normally, to use 
the system effortlessly. 


b. operation of the system with all its 
advantages regardless of the location of 


nurses at any given moment, or the num- 
ber of calls registered. 


c. provisions to avoid a patient's being 
unable to signal. 


d. psychological reassurances — of the 
proper registration of a patient's call, 
and the maintenance of his privacy. 


e. foolproof, urgent-priority call regis- 
tration from bathroom stations. 


f. use of the system to monitor sounds 
in post-operative cases, polio or seclu- 
sion wards, nurseries, etc. 


A demonstration of Executone's ad- 
vanced nurse call equipment will show: 
you how all these functions and safe- 
guards can be implemented, and a sys- 
tem designed for any set of requirements. 


3. Ease doctors' 
registration and 
message problems 


In-out registration and message col- 
lection duties are so burdensome to doc- 
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tors that many frequently neglect these 
essentials. Confusion and delays result. 
Executone, however, makes available a 
variety of systems designed to relieve 
this condition. One notable advance is 
Executone's simplified, one-stop register- 
and-message facility. 

This facility is made available to the 
doctor at all habitually used entrances. 
Each register is tied in to a central com- 
pact "memory" unit at the hospital mes- 
sage center. The doctor need only punch 


his own 3-number code into the nearest 
register and indicate whether he is en- 
tering or leaving. This information is 
stored in the "memory" unit and is in- 
stantly available at any register. If there 
are messages for a doctor when he uses 
a register, a blinking light alerts him, and 
he may speak to the message center by 
2-way intercom. The use of a central 
"memory" unit makes possible significant 
economies in wiring. 


4. Increase the versatility of 


The paging facilities in today's hospi- 
tal can offer a far greater range of serv- 
ice—thanks to Executone's multi-purpose 
systems. Not only does this equipment 
make possible a variety of interchange- 
able paging methods, but it will accom- 
modate background music and alarm 
functions as well. 

In addition to the conventional all- 
hospital page, the Executone-equipped 
paging center may use: 


zoned paging. A sequence of zoned 
pages will usually locate a doctor with- 
out disturbing the entire hospital. A typi- 
cal sequence might be: obstetrical suite 
... maternity ward... doctors' lounges 
and dining rooms. 


localized paging. This system operates 
as above—with this exception: On floors 
or wards served by nurses' stations, pag- 
ing is restricted to the duty area. The 
nurse completes the page by selective 
use of the nurse call system. This method 
gives maximum quiet in patient areas. 


5. Make the hospital environment more congenial 


Sound can Бе genuinely therapeutic. 
leading administrators attach great im- 
portance to its use for diversion and en- 
tertainment. They favor the availability 
of music—in wards and labor rooms, for 
example, as well as waiting rooms and 
visitors’ facilities. Chapel services can 
be transmitted to the rooms of patients 
who so desire. 

Executone's versatile paging and 
nurse call systems readily handle these 
additional functions. For example, each 
patient can be supplied with an Execu- 
tone Pillow Speaker and controls. This 


remarkably compact instrument is a high 
quality sound reproducer . . . radio sta- 
tion and TV channel selector . . . volume 
control . . . and nurse call.cord set—all 
in one. No radios are needed in the 
rooms. Programs—and records or tapes 
—originate at a central control rack. 


6. Speed internal action; 
keep telephone lines free 


<— 

Reliance on the telephone for internal 
communication in the hospital often re- 
sults in delay and switchboard conges- 
tion. Efficiency requires a channel of 
communication independent of the tele- 


7. Expedite out-patient, 
clinic and 
emergency service 


Traffic can be made to flow smoothly, 
and doctors’ time conserved, by effec- 
tive communications in departments serv- 
ing ambulatory patients. Emergency 
admissions, too, can be handled with 
efficiency ... day and night. 

Executone intercommunication — be- 
tween nurses' stations and the medical 
facilities they serve — is the key to im- 


Р 


phone . . . in order that administrators 
may have direct contact with heads of 
departments . . . that related depart- 
ments be in instant touch with one an- 
other . . . that there be adequate inter- 
com facilities within departments. 

Executone's intercom systems have 
proved their worth in hundreds of hospi- 
tals — in terms of increased staff pro- 
ductivity, time savings, and freeing 
switchboards for rapid response to 
emergency calls. 


proved operation in these areas. An 
ambulance entrance which is not regu- 
larly staffed at night can be made func- 
tional around the clock—by the use of an. 
outdoor Executone ambulance intercom 
station to summon proper personnel upon 
arrival of an emergency case. 


-——————————— THIS COUPON WILL BRING YOU IDEAS... INFORMATION... ASSISTANCE — WITHOUT OBLIGATION —————-—-—-————— 


EXECUTONE EXTRAS 


Your local Executone distributor offers: 


» Expert planning service e Free instruction of your people 
e Factory-trained crews to supervise installation; provide 
on-premises maintenance * Proved design standards 
e Full-year guarantee * A single responsible source for all 
hospital communication and sound systems 


E7777; 


COMMUNICATION and SOUND SYSTEMS 


Executone, Inc., Dept. M-14, Austell Place, Long Island City 1, N. Y. 
At no obligation, please send me information on: 

[ ] nurse call systems 

L] doctor paging systems 
L] in-out register systems 


C] departmental intercom systems 
[ ] entertainment programming 
systems 


C] (other) 
This is for [.] new construction [_] existing hospital 
Name Title 
Firm = 
Address. 
City. —Zone. State 


Э amo o тз i f == RÀ i— ee مت‎ к س‎ 


In Canada: 331 Bartlett Avenue, Toronto 
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under a silence-ceiling of B-E-H STYLTONE:* acou 


stical tile 


deep 
quiet 


Styltone Acoustical Tile blocks out sound, blocks in beauty. It creates a silence-ceiling as good looking as it 
is efficient. Styltone is manufactured with new, deepened fissures that provide more acoustical area for sound 
absorption. Styltone delivers a noise reduction coefficient of .80. It lowers sound levels to a minimum within any 
interior, regardless of dimensions. Made of non-combustible mineral wool, Styltone resists rot and decay. It will 
not sustain fungus, rodent or insect life. It’s built for a lifetime. Pearl white with marbleized veinings, each tile 
varies in fissure size and design, no two alike. Styltone by B-E-H fits the job, fits the decor. 

Available with squared or beveled edge, 34” thick. Precision cut to 12" x 12", 12" x 2334", 12” x 24”. 

You've only to ask! For complete information and the name, address and phone number of your on-the-spot B-E-H 
acoustical contractor, write Baldwin-Ehret-Hill, Inc., Room 1001, 500 Breunig Avenue, Trenton, New Jersey. 


BALDWIN -EHRET-HILL, Inc. 


Supplying a complete quality line of mineral, wood fibre 
à , and metal pan acoustical products for every requirement. 


Building Components 


Application and Specification of Materials and Equipment 


HOSPITAL COMMUNICATIONS EQUIPMENT 


Characteristics and appearance of some of the 
visible components of intra-hospital systems 


NURSING STATION UNITS 


NURSE-PATIENT INTERCOM 


In hospitals today, a single nurs- 
ing station may administer care to 
as many as 50 patients in private 
and semi-private accommodations. 
The considerable desk work involved 
in care of each patient (charting, 
writing reports, requisitions, etc.) 
requires each nurse to spend some 
time at the central nursing station. 
It is also necessary that patients’ 
needs be known and fulfilled with 
minimum delay. Merely by knowing 
ahead of time what the patient wants, 
the nurse can save about 50 per cent 
of her walking time, according to 
studies for the Army Surgeon Gen- 
eral’s Office and U.S. Public Health 
Service reported in Producers Coun- 
cil Technical Bulletin 90. The nursing 
station units shown here reflect de- 
velopments adding two-way voice 
intercom to refinements of the audi- 
ble and visible signals which have 
been in use for many years. 

Some nursing station units an- 
nounce the degree of urgency of the 
different calls. The doctor, by flipping 
a switch in the patient’s room, can 
give that patient’s call priority over 
others. Priority can be shown visu- 
ally on the central station unit by 
different colored lights and/or audi- 
bly by buzzing signals. Some systems ~... 
show all calls that are coming in — — [^on 
simultaneously. Others use electronic 
memory storage devices which put 
ealls through one at a time in the 
order of patients' signals superseded 
by the order of priority. 

Most nursing station units pro- 
duce especially urgent signals for 
emergency calls, usually from but- 
tons or pull switches in bathrooms. 
These signals cannot be answered by 
voice or turned off except at the 
source itself. A similar system can 
be used, with pressure actuated 
switches, to inform the nurse that a 
bed-confined patient is trying to get 
out of bed. | EET 


S. H. Couch 


MATT 


Dictograph Products 


Edwards 
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Auth Electric 


Dukane 


5. H. Couch 


DUTY STATIONS 

Obviously, the primary function of 
the nursing staff cannot be accom- 
plished at a desk, regardless of elec- 
tronic advances. Any system which 
immobilizes nursing personnel in a 
monitoring or exclusively communi- 
cations function is, to that extent, 
defeating its own purpose. Effective 
systems, therefore, are designed and 
staffed so that patient service calls 
can be either received or initiated 
from duty stations at various strate- 
gic locations on the nursing floor. 
This is accomplished in two ways. 
(1) A floor clerk may be detailed to 
answer calls at the nursing station 
console and relay messages to nurs- 
ing personnel through simple duty 
stations. (2) More elaborate duty 
stations permit nurses at various 
corridor locations to observe when 
any call is active at the nursing sta- 
tion console, note whether it is being 
answered, answer it if it is not being 
handled elsewhere, or initiate a call 
by dial or other means if it seems 
necessary. 


PATIENTS’ ROOM STATIONS 


The arrangements in patients’ rooms 
are basically push-buttons for signal- 
ing when some sort of care is desired. 
A light signal, either on the wall or 
on a TV set panel (as at Alexandria 
Hospital previously described), 
shows when the call is initiated and, 
by changing color, when the nurse is 
answering. When the call is an- 
swered, the patient can talk in nor- 
mal tones through either a wall- 
mounted-speaker-microphone or, in 
some makes, through a hand-held 
microphone unit. Some of the latter 
can remotely control radio and tele- 
vision tuning and serve as pillow 
speakers for entertainment sound. 

With the resolution of jurisdic- 
tional trade disputes, bedside con- 
soles are now being made which com- 
bine basic communications wall units 
with service electric and telephone 
outlets, vacuum and oxygen piping, 
special lighting arrangements, and 
so forth. The Auth unit, left, is an 
example. 

An important feature of many pa- 
tient room units is an arrangement 
that assures the patient's privacy. A 
signal, either audible or visible, tells 
when the nurse is monitoring the 
room. If the patient desires privacy 
for any reason, he can press a button, 
turn a dial, or merely ask the nurse 
to refrain from monitoring. 


Building Components 


DOCTORS’ IN AND OUT 
REGISTRY 

Systems for signaling when individ- 
ual doctors are on the hospital prem- 
ises vary in complexity. Where the 
staff is relatively small and enters 
through a single door which is visi- 
ble to the telephone operator, a sim- 
ple panel of name plates lighted by 
individual toggle switches may do 
the job. Doctors flip the switches on 
and off as they pass in and out, and £ 
the operator merely looks at the International Мейоз И Motorola/Dahlberg 
board to see who is in. First compli- 

cation is when the operator is not 

near the entrance. It is quite easy 

then to install a duplicate panel near DOCTORS’ IN AND OUT REGISTRY 

her switchboard with an arrange- 

ment for automatic flashing at the س‎ 
check-in board when there is a mes- E dE 
sage waiting for the doctor's arrival. 
Duplicate panels can also be installed 
at more than one entrance with cir- 
cuits such that checking in or out at 
any station operates all panels. 

The physical limits of convenient 
size for registry panels pose no prob- 
lem for the newer, coded, digital sys- 
tems. With these, each doctor is as- 
signed a permanent code number, 
usually three digits for staffs of less 
than 1000 doctors. A doctor simply М SUR Pu 
dials or presses numbered buttons for Е ind Auth Electric 
his code number and presses an “in” 
or “out” button. To be sure he has 
entered the right number, he checks 
a lighted panel. One such system is 
described on page 184. 


Auth Electric 


Edwards 
PAGING 

Newest development in doctor pag- 
ing systems is the vest-pocket size, 
individually tuned radio. When a doc- 
tor enters the hospital, he picks up 
one of these units. The telephone 
operator, by pressing a button, can 
generate a “beep” signal in his as- 
signed unit and no other. He presses 
a button on the unit and listens to a 
voice message. So far, pocket size 
units don't let him talk back except 
by telephone. 

The pick-up of radios can be 
linked to check-in systems. Units can PAGING 
be permanently assigned or, to save 
initial cost of equipping a large staff, , 


o 


" 
| PERDETE 


PL 


H E 
KLET 


Executone Executone 


units can be assigned daily and by 
shift. The familiar coded light and 
bell systems are still first choice in 
some hospitals and some new equip- 
ment is improving their effectiveness. 


CLOSED CIRCUIT TV "É 
Some uses of these systems are de- n uw 
scribed in the report on Alexandria Т Т > mE Dictograph. Products 
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CLOSED-CIRCUIT TV 


Dage 


RECORD INTERCOM 


Grover Lamson 


SPECIAL TELEPHONE 
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Multitone Electronics 


Motorola/ Dahlb erg 


Telautograph 


Automatic Electric 


Hospital on page 183. Photos, left, 
show black and white and color cam- 
eras and a bed patient watching and 
talking to her child who is in the hos- 
pital lobby. 


RECORD INTERCOM 

Pneumatic tube systems provide 
rapid transmittal of written material 
and small items such as drugs and 
lab samples. Size and turning radius 
of tubes require some attention to 
chases and ceiling suspensions. Tel- 
autograph can transmit facsimiles of 
written messages simultaneously to 
any number of stations. 


SPECIAL TELEPHONE 
While all telephone companies can 
supply essentially the same services, 
differences in equipment may affect. 
planning. Outside telephone service 
for the staff may be provided through 
an automatic dial switchboard with 
a small attendant cabinet. (See illus- 
tration, bottom left.) Outside calls. 
are made by dialing a single digit 
and then the outside number. In- 
dialing facilities permit outside call- 
ers to dial an extension directly. 
New equipment for automatically 
recording patients’ dialed outside 
calls for billing purposes includes a 
central bank of meters shown at bot- 
tom right. 
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Product Reports 


SIGHTSEEING ALL THE WAY UP IN GLASS WALL ELEVATOR 


A glass-walled elevator running in 
an open shaft provides a view of San 
Francisco and the harbor as it goes 
29 stories non-stop to the cocktail 
lounge on the top of the new tower 
addition to the Fairmont Hotel. The 
tower, designed by Mario Gaidano, 
is the highest publie observation 
point in San Francisco. 

Walls of half-inch thick safety 
glass extend 314 ft out from the face 
of the building. The Skylift elevator 
is of water-proof, wind-resistant 
construction with weather-proof op- 
erating equipment, such as in ship 
elevators. 

Traveling cables connecting the 
controls in the car to machinery in 
the building are enclosed in a metal 
trough covered by porcelain panels. 

The automatically controlled eleva- 


tor has three speeds and can hold 30 
people, although somewhat fewer is 
needed to allow full sightseeing. Otis 
Elevator Co., 260 11th Ave., New 
York 1, N.Y. 


DRY MIX DELIVERIES CONTROL QUALITY, 


Just Add Water to Make Mortar 
Quality control in masonry is possi- 
ble with a pre-blended cement mix 
containing all mortar ingredients 
which is delivered to the construc- 
tion site in specially designed bulk 
trucks. 

A screw conveyor is used to load the 
dry mix into storage silos which are 
installed directly over the mortar- 
mixer. Water is then added to produce 
a mortar mix which always has the 
same proportion of ingredients. 

The process eliminates inaccurate 


hand shoveling, separate deliveries 
of materials, time lost in thawing 
sand piles, and the need to protect 
materials from the elements. Instant 
Crete Corp., Linden, N.J. 


Packaged Concrete Mixed on Site 
Large compartmentalized rubber 
batch bags for concrete can be stored 
at a building site, and mixed when 
needed, thus eliminating the mixer 
trucks which frequently get slowed 
down in traffic. 

The cement is contained in a rub- 
ber core of the sausage-like bags, 
completely sealed off from moisture, 
with aggregate and water in a sur- 
rounding outside compartment. With 
this protection, the bags can stand 
almost indefinitely. Capacity of the 
bags is 1% cu yds, and they can be 
used up to 1000 times before replace- 
ment. 

When needed on the job, the bags 
can be lifted to the mixer by any lift- 
ing device with 8% ton capacity by a 
ring built into the opposite end from 
the dumping neck. 

This new method assures addition 
of the exact amount of water re- 
quired for the desired strength and 
eliminates over-mixing. Rodeffer In- 
dustries, Inc., 965 North Fair Oaks 
Ave., Pasadena, Calif. 

more products on page 220 
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“walls of light 


Translucent Walls 


(A.I.A. 17-A, A.L.A. 12-J) Two bro- 
chures give data. on translucent 
walls, skylights, and roofs. The units 
are made of glass fiber plastic faces 
bonded to an aluminum grid core. 
Kalwall Corp., 43 Union St., Man- 
chester, N.H.* 


People Heating 


“People Heating With Infrared 
Lamps” is a 16-page booklet which 
describes the principles of heating 
with infrared lamps and gives illus- 
trations of typical indoor and out- 
door heating installations. Inquiry 
Bureau, Dept. TP-103, General Elec- 
tric Co., Nela Park, Cleveland 12, 
Ohio. 


Ceiling Suspension Systems 
(A.LA. 39-B-1) An eight-page bro- 


chure gives details of Rigid Grid 


acoustical ceiling suspension systems 
which feature a positive-locking de- 
vice. Also discussed are the two-hour 
fire rated ceiling system and a con- 
cealed direct suspension system that 
is free from furring channels. 
Flangeklamp | Corp. 1971 Abbott 
Road, Buffalo 18, N.Y. 


Aluminum Building Materials 


(A.I.A. 12-C) Detailed information 
on aluminum products for commer- 
cial and industrial building is given 
in a 16-page booklet. Load span ta- 
bles, flashing details and examples of 
stock colors are all illustrated. Avail- 
able on letterhead request. Reynolds 
Metals Co., Dept. PRD 66, Richmond 
18, Va~ 


Color Chips 


A color manual shows a separate 
color on each of 138 pages which are 
perforated to allow for 14 tear-off 
chips of each color. There is a cross 
reference index for easily locating of 
colors. The individual chips show the 
mixing formulas. Luminall Paints 
Div., National Chemical & Mfg. Co., 
3617 S. May St., Chicago 9, Ill. 


Concrete Fasteners 


A 96-page report gives details of a 
year of testing by the New Haven 
Testing Laboratories of Ramset and 
Shure-Set fasteners in concrete. 
Ramset Fastening System, Olin Ma- 
thieson Chemical Corp., New Haven 
4, Conn.” 


Radiation Shielding Concrete 


A research report by the Atomic En- 
ergy Commission on concrete mixes 
for radiation shielding is available 
for $1.50. “Barytes Concrete for Ra- 
diation Shielding: Mix Criteria and 
Attenuation Characteristics?” Order 
ORNL-3130 from OTS, U.S. Dept. of 
Commerce, Washington 25, D.C. 
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Porcelain Enameled Chalkboards 

A new line of Visionell porcelain 
enameled chalkboards is described in 
a booklet which gives specifications 
and details on types of installations. 
The chalkboards have an acid-resist- 
ant matte surface which is easy to 
clean. They come with a variety of 
backings, in five colors and three 
gages. Benjamin Porcelain Enamel- 
ing Diw., Thomas Industries, Inc., 207 
E. Broadway, Louisville, Ky. 


Patterned Glass 

(A.I.A. 26a-3-5-6) Catalog No. 62 
has 16 pages covering the complete 
line of glass patterns for industrial, 
school, church, institutional, and resi- 
dential structures. Pictures of indi- 
vidual patterns are accompanied by 
light distribution charts and trans- 
mission data. Typical installations 
are included. Mississippi Glass Co., 
88 Angelica St., St. Louis 7, Mo.* 


Propeller Fan Cooling Towers 
Bulletin 310 describes low horse- 
power, multi-stage propeller fan cool- 
ing towers and evaporative con- 
densers. Baltimore Aircoil Co., Inc., 
P.O. Box 7322, Baltimore 27, Md. 


Rubber Flooring Specifications 


(A.I.A. 23-G) А four-page folder 
gives the new specifications for rub- 
ber flooring as adopted last year by 
the Flooring Division of the Rubber 
Manufacturers Assoc. These replace 
specifications which were adopted in 
1956. Rubber Manufacturers Assoc., 
444 Madison Ave., New York, N.Y. 


Vapor Barriers, Insulation 

A loose-leaf manual contains detailed 
information on vapor barriers, in- 
sulation, flashing and waterproofing, 
and concrete curing. In addition to 
technical data, an 8%- by 11-in. sam- 
ple of each product is included. 
American Sisalkraft, St. Regis Paper 
Co. 60 Starkey Ave., Attleboro, 
Mass. 


Stainless Steel Plates 


Pictures of manufacturing processes 
provide a background design for in- 
formation on plate finishes and de- 
tailed tolerance charts. Eastern 
Stainless Steel Corp., Public Rela- 
tions Dept., Baltimore 3, Md. 


*Additional product information in 
Sweets Architectural Fale 
more literature on page 244 


YOU SPECIFY THE FLOORING! 


Let him 


SOLVE THE MAINTENANCE 
PROBLEMS 


Shoes are murder. 

Stiletto-like high heeled slippers. Dress 
shoes. Work shoes. Day in and day out, 
they'll pound any flooring you specify ... 
grinding in abrasive dust, dirt, even gravel 
. . . robbing it of its appearance and con- 
dition . . . leaving behind the scars of time 
and traffic. 

How do you protect your building and 
your reputation against these floor-killers? 
Simple. Just hand over your floor main- 
tenance worries and headaches to the gen- 
tleman behind the drum. He’ll love it. 
Solving floor maintenance problems has 
been his way of life for an average of 19 
years. 

Your Man Behind the Huntington 
Drum has the ability and experience to 
create an overall maintenance program: 
for every area of your building . . . for 
every flooring material you specify. In his 
zeal, he'll even supervise the maintenance 
crews to make sure application is proper. 

So why not call in our floor-oriented 
friend? Discuss with him the flooring 
you're about to specify, and dump the 
problem of its care into his lap. You'll lose 
a headache... and gain an ally. 


; = cmi S FILL OUT AND MAIL THIS COUPON н 


Huntington Laboratories, Inc. 

Huntington, Indiana 

Gentlemen: | would like a Man Behind the Huntington 
Drum to call on me to discuss floor maintenance. 

(Г] Ask him to leave his drum outside.) 


HUNTINGTON 


NAME TITLE 
. where research leads to better products - 
HUNTINGTON @® LABORATORIES 
Huntington, Indiana ADDRESS 
Philadelphia 35, Pennsylvania • In Canada: Toronto 2, Ontario 
CITY ZONE STATE 
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DIS TINCITEVE 
Dik FUSER S 


Designed for Architects 


Whatever the architectural specifications, the slim- 
trim distinctive design of Stripline extruded aluminum 
slot-type diffusers blends in perfectly with the general 
decor. Stripline with separate plaster frames and 
removable cores eliminates screwholes, leaves the 
decorative surface unmarred. 


Stripline is INCONSPICUOUS... PRACTICAL, can 
be located anywhere to suit the interior designer’s 
preference...in walls...ceilings...coves...moulds... 
window sills. Stripline is supplied as a continuous 
decorative unit, or in sections, to meet any require- 
ments of interior treatment or airflow. 


Unlike side wall grilles and air discharge slots, 
Stripline diffusers incorporate the exclusive Agitair 
diffusing vanes. These built-in diffusing vanes pro- 
duce extremely high turbulence and aspiration... 
achieve rapid temperature equalization...insure the 
distribution of tempered air unvaried over a pre- 
determined area without any noticeable air motion. 
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NOW IN 
EXTRUDED ALUMINUM 


e Engineers e Contractors 


In the design of Stripline extrusions, top priority 
was given to solving the contractors installation prob- 
lems. These units are now made with removable 
cores and separate plaster frames for surface or 
flush installations. An integral part of each diffusing 
core is the unique coil spring-lock which further facili- 
tates the installation of Stripline when used as a con- 
tinuous unit or where sections are required. This 
spring-lock feature locks the unit firmly in place, and 
eliminates the use of screwholes and screws. 


For more information write for 
technical catalog ES-105 


AIR DEVICES INC. 


185 MADISON AVENUE e NEW YORK 16, N.Y. 


BETTER PRODUCTS FOR 
AIR DISTRIBUTION • AIR CLEANING * AIR EXHAUST 


Where leadership in research leads to a better life for you 


JUG 
For high-quality paints at low cos 
specify new SPEEDHIDE 


. .. product of PPG research! 


ө You can choose new SPEEDHIDE Paints with con- 
fidence, because they’re designed to meet the most 
exacting needs for professional application at the 
lowest possible cost. 


ө This remarkable new line includes both interior 
and exterior finishes that are easy to apply, dry fast, 
have high hiding qualities, excellent color retention 
and durability. 


ө So remember SPEEDHIDE when you want a complete 
line of finishes for professional application that will 
give the most for the money! 


FREE COLOR PLANS 
for your building designs! 


ө Pittsburgh research technologists developed 
the new SPEEDHIDE line to meet every require- 
ment of professional application. 


@ Each color plan you receive will be keyed to the 
specific requirements of your building design. It will 
be based on the proved principles of COLOR DvNAMICS", 
Pittsburgh's scientific system of painting that relates 
color and color psychology to today's architecture. 
Just phone us (or mail coupon) and we'll be glad to 
provide you or your associates with detailed color 
plans for your current jobs, without cost or obligation 
on your part. 


NOTE: Specifications for the new 
SPEEDHIDE line can be found in 
Section 15 Pi, Sweet's Architec- 
tural File. 


-INTERIOR GLOSS ENAMEL 
VISTA GREEN 6-256 


КОНЕ 


Pittsburgh Plate Glass Company, Paint Div., Dept. AR-32, 
Pittsburgh 22, Pa. 


[] Please send booklet with full information on new 
Pittsburgh SPEEDHIDE line. 


O Prd like to discuss a free Pittsburgh COLOR 
DYNAMICS Painting Survey for one of my buildings. 


€ MAIL THIS COUPON for FREE booklet with complete | 
| 
| 
| 
| 
| 
Please have your Architectural Representative con- | 
| 
| 
| 
| 
| 
| 
| 


details—including color charts—of these remarkable 
high-quality, low-cost SPEEDHIDE Paints. Also, take 
advantage of Pittsburgh’s free offer of a color survey 
and painting recommendations for any of your build- 
ings. You won’t be obligated in any way. 


_ Ріттѕвовсн' PAINTS 


® PAINTS e GLASS • CHEMICALS e BRUSHES e PLASTICS • FIBER GLASS 


tact me. 


NAME 
(Please Print ) 


ADDRESS 


CITY ZONE STATE 


z 
| 
| 
| 
| 
| 
| 
| 
| 
І 
| 
| 
| 
| 
| 
| 
Кы 


IN CANADA: CANADIAN PITTSBURGH INDUSTRIES LIMITED 


Polarized Lighting 


continued from page 180 


cameras and in sun glasses is to 
screen out bothersome reflections 
which kill true color and texture of 
objects, and make seeing difficult. 
The reflected glare, naturally, is the 
same color as the source—the sky, a 
lighting fixture, etc. 

Non-polarized light from апу 
source which is specularly reflected 
(mirror reflection) from glossy sur- 
faces such as glass, shiny paint and 
water becomes partially polarized in 
à plane parallel to the reflecting sur- 
face. Sun glasses have a polarizing 
material mounted in them so that 
the plane of polarization is perpen- 
dicular to the plane of the reflecting 
surface. Thus the specular reflection 
is absorbed and the desired light 
parallel to the plane of polarization 
of the sun glasses passes through. 

The new breed of polarizing media 
for use in lighting fixtures, multi- 
layer polarizers, was proposed sev- 
eral years ago by an inventor named 
Alvin Marks. 

In a technical paper in Illuminat- 
ing Engineering, February 1959, 
Marks showed theoretically how he 
could get 71 per cent of the light out 
in a polarized form which is useful 
for cutting reflected glare by using a 
reflecting enclosure around a fluores- 
cent lamp. Marks used a multi-layer 
plastic sheet in which the plastic is 
also a polarizer. 

The first multi-layer polarizer on 
the market consisted of glass flakes 
arranged in layers in plastic sheet. 
It was introduced by Owens-Corning 
Fiberglas Corp., in 1958 under a 
license from Polarized Lighting In- 
ternational, Inc. 

Other multi-layer polarizing pan- 
els have been developed by Polrized 
Panel Corporation which employ thin 
layers of vinyl, styrene or acrylic 
plastics laminated into panel form. 
These panels have been marketed 
only recently and currently are be- 
ing used for lighting fixtures by 
Sylvania Lighting Products and by 
Westinghouse Electric Corp., Light- 
ing Division. Besides the original 
glass flake polarizing panel, another 
is reported to have been developed by 
Owens-Corning with greatly im- 
proved polarizing efficiency. 

Daylighting panels are being mar- 
keted by Structoglas, Inc. 

Blackwell’s research shows that 
the largest improvements in contrast 


198 ARCHITECTURAL RECORD 


can be experienced for viewing an- 
gles of from 40 degrees to 60 degrees. 
At 40 degrees the improvement in 
contrast more than compensates for 
the reduced total light output (due 
to absorbtion by polarizer). At 60 de- 
grees improvements in contrast are 
strikingly large, but at 25 degrees 
they are rather small. The reason for 
this is that the peak of polarization 
efficiency for multi-layer polarizers 
occurs at 60 degrees. Viewing angle 
is the angle made with the perpen- 


dicular to the surface (which is as- 
sumed to be zero degrees). 

An illustration in Blackwell’s re- 
cent report shows that when a person 
is sitting head-down at a desk, a 25 
degree viewing angle puts his eye 6 
in. from the edge of the desk; 40 de- 
grees, 11 in. from the edge and 60 
degrees, 22 in. from the edge. 

This briefly is how multi-layer 
polarizers reduce glare: The most 
efficient of them emit a considerably 

continued on page 210 


Yak da CLOSER 
TO EDGE оғ Stop 


ЖА Door 


HEAD SECTION 


the door 


March 1962 


CONSTRUCTION DETAILS 
for LCN Overhead Concealed Door Closer Shown on Opposite Page 
The LCN Series 200 Closer’s Main Points: 

1. Efficient, full rack-and-pinion, two-speed control of 


2. Mechanism entirely concealed; arm disappears into 
door stop on closing 

3. Hydraulic back-check prevents door’s being thrown 
open violently to damage walls, furniture, door, 
hinges, etc. Door may open 180°, jamb permitting 

4. Hold-open (optional) set at any one of following 
points: 85°, 90°, 100° or 110° 

5. Easy to regulate without removing any part 

6. Used with either wood or metal doors and frames 

Complete Catalog on Request— No Obligation 
or See Sweets 1962, Sec. 19e/Lc 


LCN CLOSERS, PRINCETON, ILLINOIS 


A Division of Schlage Lock Company 
Canada: LCN Closers of Canada, Ltd., P. 0. Box 100, Port Credit, Ontario 


Modern Door Control by 
W Closers Concealed in Head Frame 


CITY HALL, NEW ORLEANS, LOUISIANA 


Associated Architects: 
Goldstein, Parham & Labouisse Favrot, Reed, Mathes & Bergman 


LCN CLOSERS, PRINCETON, ILLINOIS 


Construction Details on Opposite Page 


ПЫН ААА RnR 


ew York's 
Summit Hotel 


Creative 
esign in 
onolithic 
einforced 
Concrete 


New York's first new hotel in 30 years The Summit, Lexington Avenue and 51st Street / Owners & Operators: 
Loew's Hotels, Inc. / Architect: Morris Lapidus—Harle, Liebman, New York City / Structural Engineers: Farkas 
& Barron, New York City / Contractors: Diesel Construction Company, New York City 


Monolithic reinforced concrete helped achieve this dramatic, 21-story—800-room, contemporary 
addition to Manhattan's hotel scene. By utilizing this versatile construction method, the archi- 
tects were able to create the unusual S shaped facade and provide greater room flexibility. For 
every type of building, monolithic reinforced concrete offers unlimited structural advantages. 
On your next project, utilize the superior design features of this extremely creative material. 


CONCRETE 
REINFORCING 


Concrete Reinforcing Steel Institute © © STEEL INSTITUTE | 
38 South Dearborn Street СВА Z L | 
ڪڪ ڪڪ‎ 


Chicago 3, Illinois UP " 
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John Noble Richards FAL A. The surge of interest in air-conditioned schools 


has scarcely begun. For years L:O-F has studied 
the technical aspects of providing the benefits of 


designs a school well daylighted, open-view schools and air con- 


ditioning at the same time. Technically, and eco- 


that embraces the nomically, it’s not only feasible but practical. 


MADE IN u.s.a. То approach the problem from the 


L architect’s viewpoint, we asked John 

() OF Noble Richards of Bellman, Gillett & 
en \ \ OL | | Richards, Toledo, Ohio, for his opinion. 

p He said: "Im opposed to the idea of 


putting children, especially smaller ones, in an 


industrial or commercial atmosphere. Pupils of 


and alr conditioning, t00 all ages need to see the trees, the grass, the sky 


Exit T 
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MADE IN U.S.A. 


L 

0 F around them at school just as much 
as at home. Large window areas and 
air conditioning can live together 
economically. It’s a matter of designing with both 
of them in mind." 

To give Mr. Richards the opportunity to prove 
his point, L-O-F commissioned him to design an 
air-conditioned, 16-classroom elementary school 
with a capacity of 500 students. He chose a semi- 
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wooded, northwestern Ohio area as the site for 
his project. The sketches show how carefully the 
design was evolved. And the result: an exciting 
school. Exciting to approach as a circus tent. 
And stimulating to be in. With large, unhindered 
views of the “ореп world" from every classroom. 

But... most important... an extremely prac- 
tical school, too! Areas are flexible to meet chang- 
ing educational patterns and activities. Adjoining 
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L 
Or elassrooms ean be thrown together Polished grey plate glass is recommended for 
whenever desired. And the school all window areas to further control sun heat and 
ean be built, and air conditioned sky glare. The neutral grey color provides eye 
year 'round, economically. comfort, since it reduces glare and brightness. 
Window walls are oriented to permit sun heat to Colors of objects seen through grey plate retain 
penetrate deep into the classrooms in winter to their true values. There are two types for schools 
supplement heating. In summer, 5' roof overhangs — 4" Parallel-O-Grey®, twin ground for maximum 
exclude direct sun rays from the interior to reduce clarity, and 1364” Polished Grey Plate. Parallel- 


the air-conditioning load. O-Grey excludes 40.4% of the sun’s solar energy 
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MADE IN U.S.A. 

(heat), Polished Grey Plate excludes L 
36.4%. Being thinner, the latter costs less Q F 
and is ideal for schools where budgets 
are tight. CIE LES 

Enough operating sash have been spaced within 
the fixed-glass areas to be a safeguard in ease of 
air-conditioning failure. Spandrels of WVitrolux?, 
heat-strengthened plate glass, were placed below 
the window walls to add color and to keep ex- 
terior building maintenance at a minimum. 
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Libbey. Owens: Ford 


Glass Company 
Toledo 2, Ohio 


L-O-F GLASS FOR SCHOOLS 


POLISHED PLATE GLASS 
14" Parallel-O-Plate* 

Twin ground for windows and mirrors 
14" Parallel-O-Grey* 
Twin-ground tinted plate glass 
1%," Polished Grey Plate 
14," Heat Absorbing 
Blue-green color 
Tuf-flex* 

Heat strengthened 


INSULATING GLASS 
Thermopane* 


SPANDREL GLASS 
Vitrolux* 
Vitreous colors fused to back 
of heat-strengthened glass 


TWO-WAY MIRRORS 
Mirropane* 
For observation rooms 


WINDOW GLASS 
Uniform quality 


Sales agents for 
PATTERN & WIRED GLASS 
Made in Great Britain *® 


FOR INFORMATION on these L:O-F products, refer to Sweet’s 
Architectural File 26A, or call your L:O-F distributor or dealer, 
listed under **Glass" in the Yellow Pages. Or write to Libbey: 
Owens‘Ford Glass Company, 811 Madison Ave., Toledo 2, O. 


NOW...FROM RUBEROID/MATICO 


97 Handsome Colors and 
utyles in Vinyl Asbestos! 


A Complete New Color Line Meeting Every Demand 
and Specification in Top Quality Vinyl Asbestos Floor Tile 


Here in shining array is the handsomest, most up to 
the minute line of Vinyl Asbestos colors available. 
All the popular styles are included; marbleized, con- 
fetti, tweed, cork tone, wood hue and Lode O'Gold 
patterns. Ruberoid/Matico's new Vinyl Asbestos 
gives you smooth, tight surface, ease of cleaning, 
long wear, added flexibility. It resists grease and acids; 


has greater indentation resistance too! True dimen- 

sions, sharp clean corners, assure flawless installation. 
Check Ruberoid/Matico’s improved, revitalized 

Vinyl Asbestos line for unexcelled quality and value! 
57 colors—9 x 9—%, %2 and standard gauge. 

Ask your Ruberoid / Matico distributor or representa- 

tive for further information 


RUBEROID MATICO 
Vinyl Asbestos Floor Tile 


Ms roa = Th 
of Ruberoid Research 


A quality product of The RUBEROID Co., 733 Third Avenue, New York 17, N.Y. 
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WEST COAST DOUGLAS FIR 
WEST COAST HEMLOCK 
WESTERN RED CEDAR 
SITKA SPRUCE 

WHITE FIR 


Ar chite ct: beige br data GLAZER, А. І.А. 
in association wi OUGAN & HEIMS, A.I. A. 
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With the future in mind, this tax-supported district hospital in Bandon, Oregon is de- 
signed to grow with the communities it serves. 

The heating plant, storage rooms and ambulance entrance are grouped along the 
street and parking area. This section also serves as a sound barrier. The surgery, labora- 
tory, x-ray and other service rooms are located between the street side area and the 20- 
bed wing that extends 177’ along the bluff above the ocean, affording a spectacular view 
for the patients. The main entrance to the waiting room and administrative offices is 
reached via a covered walkway through the court from the street. 

Since the building is subjected to constant salt air spray, low maintenance was a 
materials selection factor. The architect specified 1” x 4” tongue and groove Western Red 
Cedar siding applied vertically. A bleaching agent was used as an exterior finish to accel- 
erate the natural weathering of red cedar to a silvery gray color. 

Framing for the entire hospital is West Coast Douglas Fir in sizes of 2” x 4”, 2” x 6”, 
2" x 8" and 2" x 10”. The roof is 1" x 8” fir shiplap applied diagonally on 2” x 10” joists. 

The low per bed cost for this hospital is the result of sound planning and taking ad- 
vantage of the economies provided by frame construction. The standard sizes of West 
Coast Lumber present many design possibilities for creating economical and practical 
buildings for many uses. Consult your retail lumber dealer. He will explain the ready 
availability of West Coast Lumber for your design and specifications. 


FREE... “Buildings for Business,” full color, 12-page booklet full of design ideas. 


Write for your copy today... Dept. 11 


WEST COAST LUMBERMEN’S ASSOCIATION 


1410 S.W. MORRISON STREET, PORTLAND 5, OREGON 


How to save school maintenance 
dollars and make life easier for 
the custodian 


Specify Carrier Classroom Weathermaster Units that are f 
of filters, fans, belts, motor, moving dampers and drain pipes 


In an academic building, it pays to keep com- 
plex operating equipment out of the classrooms. 
This is particularly true of heating, cooling and 
ventilating apparatus that is in constant use 
throughout the school year. 


Carrier Classroom Weathermaster* Units are 
extra quiet and mechanically simple because 
all operational components are consolidated in 
the central machine room. This approach elim- 
inates costly periodic service in every class- 
room. It also assures use of a heavy-duty central 


fan, fan motor and filters that are built to last 
longer and operate more efficiently than lighter 
room unit types. 


Economical maintenance is just one of many 
important advantages of these efficient Carrier 
Classroom Weathermaster Units and the induc- 
tion system that they serve. For a complete 
picture of the other benefits and details of the 
system and the units, write today for Carrier 
Bulletin 36BA86. Carrier Air Conditioning Com- 
pany, Syracuse 1, New York. 


Ж Reg. U.S. Pat. Off. 


Carriers Air Conditioning Company 
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In nature and in the new Forecast Series by Mills the combination of simple elements creates 


unlimited design possibilities. Forecast frees the designer to develop a unique movable wall 
system for every client. Write for details. THE NEW FORECAST SERIES BY MILLS 
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Mills Company e 948 Wayside Road * Cleveland 10, Ohio 


HOW THE REMARKABLE FLEXIBILITY OF 
ALTEC IS DEMONSTRATED UNDER USE AT 
| A-UNIQUE NEW 3-IN-1 CIVIC CENTER £ 


Nw 


o Auditorium д Speakers 
= 
= [7] 
i = 
5 AUDITORIUM 5 => 
8 5 E = 
THE NEW GENERAL JAMES WHITE 5 S а q 
MEMORIAL AUDITORIUM-COLISEUM, = z 2 2 Coli — 
Knoxville, Tennessee, contains three sep- E © Corm 
arate but connected buildings under one о 
roof. This six-story high civic center in- 
cludes a 2,500-seat auditorium, a 7,000- 
spectator indoor coliseum, an 11,000 COLISEUM 


square foot exhibition hall — a total of 


A Exhibition Hall Speakers 
nearly one quarter million square feet. 


Architects: Painter, Weeks & McCarty; Morton & Sweetser 
Altec Sound Contractor: R. J. Coker Co., Knoxville, Tennessee 


OPERA, SPORTS, CONVENTIONS —ALL AT ONE TIME 


Events as dissimilar as symphonies, horse shows, trade exhibits can take place simul- 
taneously in the various facilities of the civic center. To contribute effectively, the 
sound system selected had to span a gamut of strict audio requirements: highest 
fidelity for voice and music under ideal acoustical conditions of the auditorium; 
capability of overcoming spectator noise in the coliseum; crisp, clear speech rein- 
forcement regardless of surrounding noise in the exhibition hall. 


CUSTOM ALTEC SOUND SYSTEM SPECIFIED 


An Altec sound system was custom-designed to perfectly match the many needs of 
this multi-purpose facility. From Altec’s line of over 200 “building-block” audio 
components the right equipment was selected to do the job efficiently and at sensible 
long-term cost. 

The system includes superb condenser microphones (originally developed by Altec 
to meet stringent fidelity requirements of the broadcast and recording industry). 
Where rugged durability was required, Altec supplied microphones with built-in 
protective features that make them indestructible with normal use. Altec control 
mixers and power amplifiers provide unlimited facilities for switching programs to 
any part of the building. Altec compressor amplifiers automatically maintain uniform 
sound level regardless of variations in source intensity. And, from the world of the 
concert hall and theatre, famous Altec "Voice of the Theatre" (r) Speaker Systems 
ensure ultimate fidelity. 


INVESTIGATE ALTEC FOR YOUR CLIENTS 


Altec offers advanced solutions to today's audio needs in all industrial, commercial, 
institutional, and entertainment fields. Each Altec sound system is custom-designed 
to precisely meet requirements of a specific problem. For the optimum solution to 
your audio problem, call an Altec Sound Contractor (see Yellow Pages) or write 


IUE ALTER: ALTEC LANSING 


CORPORATION 


A SUBSIDIARY OF LING-TEMCO-VOUGHT, INC. 
1515 SOUTH MANCHESTER AVENUE, ANAHEIM, CALIFORNIA 


© 1962 ALTEC LANSING CORPORATION 
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Polarized Lighting 


continued from page 198 


larger percentage of vertically po- 
larized rays than horizontally polar- 
ized rays. Vertically polarized light 
rays have the characteristic that at 
one particular angle of incidence to 
a surface, no direct reflection occurs. 
Rather, this light is refracted into 
the surface and thereupon is diffuse- 
ly reflected back out again. It is this 
diffuse reflection that gives the true 
eolor of the pigments that make up 
the surface. At other angles of inci- 
dence than this special one, vertical 
polarized light will be directly re- 
flected in various amounts, always 
less than non-polarized or horizon- 
tally polarized light. It follows, then, 
that multi-layer polarizers with a 
large output of vertically polarized 
light will produce very favorable con- 
trast situations at those angles 
where polarization is most efficient. 

One particular aspect of the sec- 
ond Blackwell report being seri- 
ously discussed concerns the numeri- 
cal values given for the Blackwell 
single efficiency rating. Called the 
Coefficient of Overall Visual Eff- 
ciency (COVE), it is intended to be 
an index for efficiency of the lighting 
material with respect both to the 
quantity of illumination and to the 
reflected glare aspects of illumina- 
tion quality. The ratings in the re- 
port were determined by averaging 
the effective luminances of four dif- 
ferent tasks at three different angles 
25, 40 and 60 degrees, and multiply- 
ing them times the coefficient of 
utilization of each lighting unit 
(CU = Total light output cf the fix- 
ture/light input by the lamp). This 
has the effect of averaging contrasts 
at the three angles, and obviously 
these are quite different in magni- 
tude—at 60 degrees, large; at 25 
degrees, small. 

According to some engineers, if 
the polarized light could be issued 
from the fixture at an angle closer 
to 25 degrees, say, than 60, the im- 
provement in contrast would be con- 
siderably more favorable for common 
desk tasks. 

It should also be kept in mind that 
polarized light will cut down reflect- 
ed glare to some extent for room 
surfaces—walls,  floors—and help 
render them more in their true colors 
and textures. 
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acousta-pane* 


nique sound-resistant Acousta-Pane 1 = Now interiors can enjoy maximum visi- 
juelches up to 66% of distracting every- new grey-ti nte bility and natural light, while insulated 
ay noise that pierces through ordinary —by glass—from city clamor and blind- 
late glass . . . transforms any office into ing rays. Used also in partitions, 


"quiet zone." ; = Acousta-Pane grants latitude of interior 
Grey Acousta-Pane's special interlayer soun -resistant design along with internal sound pri- 
osorbs the excess portion of light energy vacy. It is shatter-resistant, easy-to- 
iat produces heat-carrying glare . . . yet install and fills any design specification. 


lows “softened” daylight inside without Sound-resistant Acousta-Pane is also 
lor distortion. Result: cooler interior and 0 ass у mera d available in clear, opaque or blue tint at 


аге-їгее vision. leading glass distributors. 


DE, TWI-LITE* COMFOR-LITE* 

“ Greyed laminated ; Hundreds of minute SEND FOR FREE BROCHURE 
safety glass reduces colored louvers 
solar energy 60-80% between 2 sealed glass AMERADA GLASS CORPORATION 

! more efficiently than panes screen out heat is 4 " Е 

| vlog? glass, eliminates and аге йош! . 3301 S. Prairie Avenue « Chicago 16,111. DA 6-4432 

; need for costly shading obstructing visibility. Gentlemen: 

: i . Available in 12 distincti 
ne mitia) стя Please send me your free color brochure on new Acousta- 

Pane at no obligation. 
Other Unique Amerada Products Available at Leading Glass Distributor Outlets NAME 
NA ` FIRM _ 
amera ЖХ. fey and function... ADDRESS 


ademark p „ i; Include information on [__] Twi-Lite [Г] Comfor-Lite 
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GLASS CORPOKAIION gM ° i tomorrow's glass today! СІТҮ & STATE 


ARCHITECT: 
Allied Architects & Engineers, Indianapolis 


GENERAL CONTRACTOR: 
Huber, Hunt & Nichols, Indianapolis 


MASONRY CONTRACTOR: 
W. E. Broady & Son, Inc., Indianapolis 


KEYWALL REINFORCEMENT HELPS 
EACH MILLION DOLLAR FLOOR 


LOOK LIKE A MILLION... 


Miles of tile in the new 28 story, 28 million dollar Indianapolis City-County 


Building is reinforced with Keywall at low cost, without impairing appearance 


“We prefer Keywall because it can be placed so quickly 

and accurately. It also laps without thickening joints. 

That’s why our tile joints always strike clean and smooth." 
This is the way masonry contractor Ward Broady sums up the 
main reason he's a staunch Keywall user. Hundreds of other 
contractors and architects are too. Not only because galvanized 
Keywall reinforcement is quick and neat. It's also surprisingly 
economical, extremely versatile and strong. 


'The photos demonstrate why W. E. Broady & Sons, Inc. 
insisted on Keywall reinforcement for all tile work on their 
Indianapolis project. Elsewhere, on cement block and other types 
of masonry work, galvanized Keywall keeps buildings 

looking young and strong by lapping at corners without 
thickening joints... by assuring full embedment and a complete 
bond...by curving to form a continuous reinforcement 
throughout unusual contours. There are few reinforcement 

jobs Keywall can't do—at bid-winning cost. 


Prove it to yourself on the next project. 


Keywall gives you more 
locks to the block. Because 
of the tight-woven pattern, 
it is impossible for any one 
strand of Keywall to be sub- 
ject to the strain of more 
than two square inches of a 
block's thermal movement 
or shrinkage. By dividing 
the strain into such small 
segments, Keywall provides 


greater crack resistance, 


Fine tile work demands 
uniform mortar joints. 
Only Keywall can be 
lapped without lumping 
in mortar joints. That's 
why W. E. Broady & Sons 
found Keywall the neatest 
solution for reinforcing 
all tile work in the new 
Indianapolis City-County 
Building. 


Key wall "tails" to be tied- 


in later. You can appre- 
ciate this advantage when 
continuous reinforcement 
is needed, even though 
some wall sections must 
be left unfinished for 
other work. Only Keywall 
is flexible enough to ac- 
commodate variations in 
mortar joint levels. 


KEYSTONE STEEL & WIRE COMPAN Y 


Peoria, Illinois 
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Baltimore office, International Business Machines Corp. 
Architect: Pedersen and Tilney | 
Contractor: Kirby and McGuire 
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Libbey» Owens» Ford Office Building, Toledo, Ohio 
Architect: Skidmore, Owings & Merrill 
Contractor: George A. Fuller Company 
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StanLock Neoprene structural gasket is the proved way to permanently seal curtainwall. And the many 
different StanLock sections that are available permit a wide range of curtainwall designs. They can be used 
in horizontal, vertical or grid applications — using panel materials of aluminum, steel, concrete, marble, or 
any combination. ш Long-lasting weathertight seals are assured by StanLock's \ 
tempered, oversize locking-strip construction. And there are other advantages. 
The complete story, plus application drawings of 24 proven cross sections, are 
contained in the new StanLock catalog. Write for your copy today. 


*Trade-mark 


Sweets Architectural file at 


LOOK TO THE FUTURE WITH ROYALMETAL 


CHALET room furniture is just one of Royalmetal’s complete lines 
for hospitals and nursing homes. So durable, so economical, it 
pays to buy now. O-frame construction assures rigid durability and 
maintenance-free service. Sound-deadened 
cases are sealed against dust. Stainless 
steel drawer pulls are fully recessed. No 
screws to loosen or come out on pulls, 
backs, or side panels. Exterior frame in Satin 


Chrome or Plastelle enamel, interchangeable tops, legs, panels, 
and drawer fronts—all add up to lasting, carefree beauty. 
There’s a four-drawer dresser desk, too. Helps you make the most 
of room space. Self-edge Royaloid top defies damage and wear. 
Write for full information. ROYALMETAL CORPORATION, Dept. 50-B, 
One Park Avenue, New York 16, New York. In Canada—Galt, Ontario. 


SHOWROOMS: New York, Chicago, Los Angeles, 
San Francisco, Seattle, Atlanta; Galt, Ontario. ES 


ROYA LM ETAL. 


the YORKAIRE THRE 


provides simultaneous heating an 


This modern perimeter 
system provides optimum 
comfort for occupants... 
lower operating costs 

for owners ! 


Every perimeter space is its own zone in this modern office building! . 
solar, occupancy or lighting factors vary, the buildings YORKAIRE Thr 
Pipe Air Conditioning System permits each occupant to select his own tei 
perature, without affecting the temperature in other offices. Some rooms m 
be heated, while others are being cooled, at the same time. 


Pioneered by York, this advanced method of air conditioning uses one pi 
for chilled water supply, one for hot water supply, one for return. A spec 
valve admits just the right amount of chilled or hot water to each room t 
minal—from full flow to trickle to no flow. There is no mixing of the I 
and cold water supply, no bucking heating with cooling. The results : 
improved comfort for occupants, lower heating and cooling costs for owne 


Completely flexible, the YORKAIRE Three Pipe System may be applied 
either fan-coil or induction jobs. For induction systems, less primary air f 


E - 


Office building at 1717 Pennsylvania Avenue, Washington, D. C.; Builders, Charles E, Smith | 
Co., Inc.; Management, Charles E. Smith Co., Inc.; Architects, Edwin Weihe, A.I.A., & Associates. 


PE INDUCTION SYSTEM that 
oling without central plant Zoning! 


‘ity is required and no return ducts are needed, so there is important 
-saving as well as reduced installation and fan power costs. 


ahead with York when you plan air conditioning for any type of build- 
"or over 75 years, York has pioneered major advances in conditioning 
r comfort and process. For facts on the YORKAIRE Three Pipe Sys- 
-and a list of buildings where it has been installed—see your nearby 

Representative; or write York Corporation, York, Pennsylvania. 
* Patents Pending 


CORPORATION York 

Subsidiary of Borg-Warner Corp. 

YORK, PENNSYLVANIA - 
[О] 


QUALITY NAME IN AIR CONDITIONING AND REFRIGERATION 


ANOTHER YORK SOLUTION 


Cool a smaller building, store, home with a YORK 


CHAMPION AIR CONDITIONER. Low ambient feature 
provides cooling even when it’s zero outside. 


L 
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New Cookson Integral Counter Door-and- 


Frame Units Come in Standard Sizes, 
Priced 25% Less, Cost Less to Install 


Full Protection 
Plus the Compatible 
Architectural Look 


Long the world’s largest manufacturer 
of custom-built counter doors, Cookson 
now offers architects and owners a 
single, completely unitized frame-and- 
curtain for counter openings or pass 
windows. A standard line of four sizes 
is now available, to fit wall dimensions 
from 4” to 10” thickness, and rough 
openings of 4'0” x 4'0"; 6'0" x 4'0"; 8'0" 
x 4'0"; and 10'0” x 4'0”. 
Prices are at least 25% 
less than custom built 
counter doors and frames 
in other sizes. Ín addi- 
tion, the Cookson frame 


can be set in place at any time during 
construction, at the convenience of the 
contractor, resulting in lower installa- 
tion costs. These units are furnished 
with a durable Cookson Type CD8-2 
* Alumilited" Counter Door Curtain, 
placed in a stainless steel frame with 
sparkling No. 4 finish. Stainless steel 
curtain also available. 

Here is the most practical, attractive 
and economical answer to standard 
size counter door applications, for 
schools, cafeterias, hospitals and ticket 
windows. See our catalog in Sweet's or 
write for your personal 
copy: The Cookson Com- 
pany, 700 Pennsylvania 
Ave., San Francisco 7, 
Calif. Sales and service 
in principal cities. 


ROLLING DOORS * FIRE DOORS * GRILLES * COUNTER DOORS * COILING PARTITIONS 
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continued from page 193 


Built-Up Roof System 

A simplified system for laying insu- 
lated built-up roofs uses conventional 
roofing material, but changes the se- 
quence of installation. Roofmate FR 
insulating foam is installed, then 


j РА 
covered with а coated base sheet. The 
roof is completed by mopping top оі 
coated base sheet with asphalt anc 
placing standard roofing felt in con. 
ventional manner. The insulating 
foam is light weight and is manu 
factured in two by four ft length: 
in five thicknesses. Dow. Chemica 
Co., Midland, Mich. 


Lower Cost, High-Strength Steels 
A series of five low-priced, high 
strength steels are available in a wid 
range of structural shapes an: 
plates. The manganese vanadiun 
steels are designed V45, V50, V55 
V60, and V65. Two existing high 
strength steels, ASTM, A441 an 
A440 have been reduced in price 
Bethlehem Steel Co., Bethlehem, Pa 


Patterned Acoustic Panels 

Six patterned panels have been adde: 
the Celotex's line of incombustible 
glass fiber acoustic panels. Also intro 


duced is a vinyl-faced panel for ir 
stallations requiring easy washings 
The panels are available in 24 in. s 
and 24 by 48 in. The Celotex Corp 
120 S. LaSalle St., Chicago 8, Ill. 
more products on page 22 


WHY IS A WALL? Who made it? Was it meant to separate windows? To hold up pictures? 
To sit against? It can stop rain and snow from coming in. My ball bounces off it. Does it keep chairs 
from falling over backward? 


The child's mind is full of inquiry, question, wonderment as she grows. In our special way we constantly 
ask questions about our own products, pursue research to make them better, more effective, more easily 
used, of greater benefit. 


For us a Wall of Bestwall glass fibered Gypsum Lath and Plaster can protect 
against fire, add strength to the house, insulate, insure against excessive noise, 
offer the base for all kinds of decorative treatment. The use of glass fibers with 
gypsum is further evidence that we are constantly seeking to improve our 
quality products as we anticipate new uses and techniques from inquiring minds. 
Bestwall Gypsum Company, Ardmore / Pennsylvania. Plants and offices throughout the U.S. 


FIREPROOF, GYPSUM 
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SOLARGRAY PLATE GLASS 


This sketch of the interior court illustrates the wide use 


of SOLARGRAY in the Brotherhood Mutual Life Building. 


SOLARGRAY is a heat-absorbing and glare-reducing plate glass. 
Its soft gray tint absorbs about 50% of the sun’s heat and 
reduces sun glare. Yet it permits plenty of light to come 
through, allowing a proper balance of natural and artificial 
lighting without creating color problems. 


ARCHITECTURAL RECORD March 1962 


TWINDOW INSULATING GLASS 


This view of the interior court illustrates the extensive use 
of TwiNDow in the Brotherhood building. Twinpow is con- 
structed of two panes of glass with a dry air space hermeti- 
cally sealed in between. TwINDow provides effective insula- 
tion all-year round. It reduces the amount of heat trans- 
ferred through the window area . . . saves on heating and 
cooling costs, minimizes condensation and chilly downdrafts. 


Architect: Orus Eash, Fort Wayne, Indiana 


Contractor: Civilian Building & Supply Inc., 
Fort Wayne, Indiana 


The Brotherhood Mutual Life Insurance Company 


Building, Fort Wayne, Indiana 


Sunlight or snow... hot or cold— 


this building with 258 units of SOLARGRAY" TWINDO 


provides ideal all-year-round comfort 


In this building, Architect Orus Eash 
combined PPG SOLARGRAY Plate 
Glass and TwiNDow Insulating Glass 
... providing an ideal combination of 
glass products for year-round work- 
ing comfort. SOLARGRAY, a heat-ab- 
sorbing and glare-reducing plate 
glass, transmits less than 50% of the 
sun's heat and reduces unpleasant 
glare from the sun. 


TwiNDow Insulating Glass, which 


is actually two panes of glass with an 
air space between, helps to maintain 
desired temperatures and humidity 
levels . . . adds to interior comfort, 
summer and winter. 


The exterior framing system in this 
building is Prrrco? Metal 25-X Con- 
struction, designed especially for 
TWINDOW installations. PITTCO 
Metal framing systems are designed 
for trouble-free, glass-clad construc- 


? PITTSBURGH PLATE 


Paints * Glass * Chemicals * Fiber Glass 
G In Canada: Canadian Pittsburgh Industries Limited 


tion and have been thoroughly proved 
in countless installations. 


When you design with glass, you 
get unexcelled architectural freedom 
... when you specify PPG you get the 
ultimate in dependability and du- 
rability. For specific data on any 
Pittsburgh product consult your PPG 
Architectural Representative. De- 
tailed product information can also 
be found in Sweet’s. 


GLASS COMPANY 
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if your clients include 


quality -consctous bankers... 


You can fulfill both quality requirements and cost requirements with 
Diebold Bank Counter Equipment. 


With engineering that reflects complete knowledge of bank operations 

. with design that utilizes the modular concept, Diebold Counter 
Equipment combines form and function. Ideal for today's require- 
ments, its inherent flexibility anticipates tomorrow's changing bank 
picture as well. 


In addition, our Technical & Planning department is ready to help you 
—can importantly reduce your engineering and design costs. 


For details, use coupon or refer to Sweet's Catalog file No. 34A/DIE. 


Li E: 
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INCORPORATED 


CANTON 2, OHIO 
In Canada: Diebold of Canada Ltd., Toronto ¥ Ahern Safe Co., Montreal 


HERRING: HALL: MARVIN 


SAFE COMPANY 


DIEBOLD, INCORPORATED | 
Canton 2, Ohio | 
Gentlemen: : | | 
Please send me detailed information on modular Bank Counter Equipment. | 

| 


ШШЕ созылынкы нана аннин рыена аа а و ی‎ ы و‎ ры | 
| ee oo | 
ioo jj] jMeme———————————————— | 
س‎ ZONE ______ STATE сс еее | 

| DIB-1896-A | 
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Wireless Intercom 

A 12-station selective wireless inter- 
com works on regular electric cur- 
rent lines and provides up to six sep- 
arate two-way conversations, as well 


as paging, both general and selec- 
tive. Talk-A-Phone Co., 5013 N. Ked- 
zie Ave., Chicago 25, Ill. 


Stronger Structural Tubing 

An increase in the physical proper- 
ties of Republic’s structural tubing 
allows a given strength to be 
achieved with one-third less wall 
thickness, without sacrificing ductil- 
ity. Sizes of the new tubing range 
from one-inch square to five-inch 
square or equivalent rectangles. 
Round tubes are available from 114 
in. to six in. Republic Steel Corp., 
224 E. 131st St., Cleveland 8, Ohio 


Strong Stock Door 

New components and improved con- 
struction techniques are used to make 
a strong stock door, the Narrow Stile 
190. Features include a weathered 


adjustable astragal and adjustable | 
pivots. It is available with a number 
of hardware options. Kawneer Co., 
Niles, Mich. 

more products on page 228 


ADVANCE In-warranty Fator Insurance | 


compensates for normal 


ballast replacement labor cost 


The ADVANCE TRANSFORMER СО. ILI (In-war-- 
ranty Labor. Insurance) Program. is designed to 


what is reimburse the Electrical Contractor for normal | 
labor costs incurred in replacing ADVANCE 


gs In-warranty High Power Factor Fluorescent Lamp Ballasts. | 
ILI permits the Contractor to guarantee. both labor and ballasts in 
fluorescent lighting installations. It gives fast and more efficient serv- 


ice for lighting equipment manufacturers’ products if an ADVANCE | 
. Ballast becomes. inoperative within the two-year warranty period. 


Here's how ILI works ааа 


The Electrical Contractor contacts his 
ADVANCE Representative when he experi- 
ences an ADVANCE in-warranty ballast 
failure. The ADVANCE Representative will 
qualify the job and issue an (In-warranty 
Labor Insurance) ILI number. 


The Electrical Contractor takes the in- 
operative ballast together with the (In- 
warranty Labor Insurance) ILI num- 
ber to any ADVANCE Service-Stocking 
Distributor. The Distributor supplies 
the Contractor with new ADVANCE 
Ballasts at no charge and gives the 
Electrical Contractor an ILI form. 


The Contractor completes and sends 
A | the form to ADVANCE TRANSFORMER 
CO., 2950 N. Western Avenue, Chicago 
18, Ill. He receives a non-negotiable 
check for replacement labor cost which 
will be redeemable in merchandise at 
any ADVANCE Service-Stocking Dis- 
tributor. 


WRITE FOR COMPLETE ILI BROCHURE 


x X i WORLD'S LARGEST EXCLUSIVE 
2 ОЕШУ" | TRANSFORMER CO 
EE ЕУ 3 CERTIHED FLUORESCENT LAMP BALLASTS . 
а wi NA in 


2950 NO. WESTERN AVE. CHICAGO 18, ILL. U.S.A. 
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All Approved Standard and 
High Strength Steel Joists Are Now Available 
to Meet Every Building Requirement 


Short span, long span or extra long span—whatever 
the clear span requirement, Sheffield has the right 
open web steel joist for your project. And, you can 
be sure of the correct safe load it will carry. 


Sheffield designs and the special steels used—not only 
conform to the exacting requirements of the Steel Joist 
Institute, but also to Sheffield’s own quality control 
of the steel from furnace to finished product. 


Sheffield Joists are formed by the newest electronic- 
ally controlled, precision equipment. Fabrication is 
assured to extremely close tolerances that result in 
the highest possible quality under the Steel Joist 
Institute standards. 
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HERE’S WHAT THIS MEANS TO YOU. These 
modern manufacturing methods result in earlier ship- 
ments to meet construction schedules. You havea better 
selection. You have lower inventory carrying costs. 


FIND OUT MORE. Get in touch with your Sheffield 
representative. He’ll prove to you that in tests to de- 
struction, Sheffield Joists equal or exceed Steel Joist 
Institute standards. He’ll be glad to arrange for per- 
sonalized engineering service for standard design 
or the new high strength joists. Or write direct to 
Sheffield Division, Armco Steel Corporation, Sheffield 
Station, Kansas City 25, Missouri. 


Strong 
Tough 
Economical 


Efficient 
Lasting 


Check All The Advantages of New Sheffield Roof Deck 


« This superior roof deck is lightweight — may be spanned up to 10 feet. It’s 
^w strong, attractive, easy to install, low cost, durable. Most important—it goes up 
fast, even under adverse weather conditions. Get the whole story. Just get in 
touch with your Sheffield representative. | 


жин, 
ARMCO Sheffield Division 
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Raylon Doors for R 


ii RAYNOR MFG. CO., 


E Sa elc Ra 
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Ventilating Fans 

Ventilating fans with airfoil blades 
are designed for use with high veloc- 
ity air conditioning systems where 
low sound level is important. The 12 
blades per wheel result in à higher 
frequency, more controllable sound. 
A sloping, curved metal cutoff at the 
fan outlet gives more uniform veloc- 
ity distribution. The Trane Co., La 
Crosse, Wis. 


Siding with Baked Epoxy Coating 

An epoxy coating using Shell Chemi- 
cal’s Epon resin is available in eight 
opaque and four transparent colors, 


on aluminum and galvanized and 
stainless steels. The coating has а 
9-H hardness and provides good pro- 
tection against scratching and pit- 
ting. Expected life is eight years, and 
repainting by spraying can be done 
Insulated back-up panels offer ther- 
mal protection. It can be installed 
during any season, and 15 different 
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shapes are available. Elwin G. Smith 
Co., Williams St., Emsworth, Pitts- 
burgh 2, Pa. 


Stainless Steel Store Fronts 


A fixed-window moulding system em 
ploying 17 basic standard stainles: 
Steel sections and a packaged doo: 
and door-framing unit have been de 
veloped for use in constructing stor 
and building fronts. The glas 
molding system and the door unit 
can be used separately or in combina 
tion. Schacht Assoc. Inc., 1175 Е 
156th St., New York 59, N.Y. 
more products on page 23: 


These monumental intake gate structures are new land- 
marks on the Niagara River. The functional severity of 
the two 100-foot towers has been softened and hu- 
manized by brilliant stainless steel curtain wall enve- 
lopes, accentuated by black enameled aluminum 
columns. The structures were designed by Uhl, Hall and 
Rich—Engineers and Architects for the IN. Y. State Power 
Authority. Contractor: Merritt-Chapman & Scott Corp. 

In these unusual towers, many recurring problems in 
curtain wall treatment were amplified. Corrosive at- 
mospheres were present. Harsh reflections and "'oil- 


canning” in the all-metal facades had to be avoided 
with extreme care. Maintenance had to be held to a 
minimum. General Bronze helped solve these prob- 
lems by applying the skills of a half-century in architec- 
tural metalwork...16 yearsin curtain wall construction. 

For information or assistance on your own design 
problems, consult your Sweet's files . call in the 
General Bronze representative nearest you . . . or write 
to: GENERAL BRONZE CORPORATION, Garden City, 
New York. * Sales Office: 100 Park Avenue, New 
York, New York. 


PERMATITE DIVISION—Custom-built Windows, Curtain Walls, Architectural Metal Work and Revolving Doors. ALWINTITE DIVISION—Stock-size Aluminum Windows and Doors. 
BRACH MFG. CO. DIVISION—Radio, Television and Electronic Equipment. STEEL WELDMENTS, INC. DIVISION—Custom Fabrication in Steel and Iron. 


What’s he hiding? Cost or saving? 


At the crucial moment the roofer lays the felts over the insulation, 
he covers up future cost or constant saving for your client. If the insu- 
lation is FOAMGLAS-BOARD, savings start the minute it goes down. 
AE else s a gamble. Nothing but FOAMGLAS-BOARD gives the as- 


sured insulation permanence of inorganic cellular glass in a 2' x 4' x 115" 
roofing board. Since the 112" thickness lowers the cost of FOAMGLAS 
Insulation's known quality, savings begin with the specification. Fast, 
low-cost installation, because of the new, larger unit PITTSBURGH 


| size, adds to the saving. The real economy is its 
constant insulating efficiency . . . it can't absorb 
moisture. FOAMGLAS assures savings in heating 
* and air conditioning costs. Our Building Insulation 
Catalog contains complete data. For a copy, write 


Pittsburgh Corning Corporation, Department B -32, С ORNING 
One Gateway Center, Pittsburgh 22, Pennsylvania. 


El Camino Hospital 

Mountain View, California 
Architects: 

Stone, Marraccini and Patterson 
San Francisco, California 


For the full story on 
Geneva’s hospital line, ask 
to have a Geneva field 
engineer call — or write 
factory. 


“Blood Grouping 


FLUSH CABINET INTERIOR — standard con- 
struction feature (no price penalty), sim- 
plifies cleaning, reduces breakage. 


CONCEALED MULLIONS AND STILES — give 
a smooth tailored appearance to the instal- 
lation. Easiest to clean. 


DIE FORMED — assures precision manufac- 
turing... eliminates need for corner welds 


GENEVA HOSPITAL CASEWORK 


DIVISION OF ACME STEEL COMPANY 
Geneva, Illinois 


CONCEALED MULLIONS GIVE TRUE TAILORED APPEARANCE... ONE 
OF MANY ADVANCED FEATURES OF GENEVA HOSPITAL CASEWORK 


Special Chemistr 


Pharmacy 


GENEVA HOSPITAL CASEWORK is designed specifically to meet 
the exacting requirements of hospital service. The following are 
but a few of the many advanced features. 


on door or drawer fronts. 


WIDE SELECTION — in color ... with stain- 
less door face ... stainless door face and 
lining . . . or in all stainless steel. 


ADDED QUALITY FEATURES—door and 
drawer fronts painted inside and out... 
smooth gliding drawers . . . adjustable 
shelves . . . fine quality hardware. 


Make-up Room 
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Whats so 
fresh about 
outside air? 


Mila: ^ a 


It’s about time we stopped talking about outside air as being “fresh.” 
Air pollution in most of our urban and industrial areas is so great you 
can introduce more problems than you solve by bringing in 25% or 
35% outside air. The day may come when building codes read, “. . no 
more than x% outside air" rather than “. . no less than.” 

Air brought in through particulate then activated charcoal filters 
is delivered clean and odorless—fresher than any outside air. And by 
recirculating inside air through the activated charcoal filters you can 
design as close to 100% recirculation as you wish. An added bonus— 
you can cut the initial investment and the operating costs of your 
heating and cooling equipment. 

Give us the details of your application and we will supply specific 
data and samples—or write for Literature Group T-397 

Barnebey-Cheney, Columbus 19, Ohio. 


activated charcoal air purification 


Barnebey 
heney 
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Aluminum Awning Window 

Model 49 is a heavy-duty aluminum 
awning window designed for com- 
mercial and industrial applications. 
An automatic locking system pulls 
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in and secures all four corners of 
each vent without moving latches oi 
extra operating mechanism. Viny 
weatherstripping vinyl is around al 
vents. Interchangeable screens anc 
storm panels are available. Stanley 
Bldg. Specialties Div., The Stanley 
Works, P. O. Box 3757, Miami 1, Fla 


Sound Insulating Louver Door 

A sound barrier is incorporated intc 
custom hollow metal doors, reducing 
sound transmission by as much as 3: 
decibels while allowing air flow. Pi 
oneer Fireproof Door Co., Pioneer 
Industries, Inc., Carlstadt, N.J. 


Hotel Towel Holder 
A new method of holding towels ir 
hotels, motels, etc., means greatei 


convenience for guests and large 
profits from longer towel life fo 
owners. Plaza Towel Holder Co., 201 
N. Broadway, Wichita 14, Kan. 
more products on page 23 


REDWOOD—200,000 board feet of it—GIVES A UNIFYING 
THEME TO THIS CHARMING SHOPPING CENTER 


There were sound dollars-and-cents reasons for the choice of redwood for this 


imaginatively designed suburban shopping center. Buildings with a warm, 


m. 


ko inviting look invariably attract more customers than those 
with an appearance that is coldly institutional. Another 
practical reason for using CRA Certified Kiln Dried redwood 
for buildings of this type is redwood’s exceptional 
durability and easy, economical maintenance. 

In short, redwood is not only a naturally 


beautiful wood; it is a sound investment. 


"= Victor G.Wandmayer, 
A.1.A. 
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TILE-LIKE BEAUTY 
AND PROTECTION 


On interior walls of masonry, concrete, wood, metal, plaster 
or gypsum board, Vitra-Tile produces a hard, smooth coat- 
ing closely resembling ceramic tile at а fraction of the cost. 


Vitra-Tile may be applied over new ог old walls by brush, 
roller or spray. Its self-baking finish becomes extremely 
hard, is non-porous and resistant to abrasion and chemicals. 


It creates a continuous, hard surface in single color or ~ 


decorated effects for great beauty at low cost. 


For corridors...lavatories... 
...classrooms.. 
illustrating and describing Vitra-Tile and its application 
or ask your Р & L representative. Pratt & Lambert- Inc., 


75 Tonawanda St., Buffalo 7, N.Y. 


Operating rooms.. 


PRATT & LAMBERT-INC. 
A Dependable Name In Paint Since 1849 
NEW YORK • BUFFALO e CHICAGO • FORT ERIE, ONTARIO 


laboratories | - 
super markets, etc. Send for color brochure |. 


THE ORIGINAL MOLDED FIBERGLASS 


COOLER and FREEZER DOORS 


e Much Lighter in Weight 
Than Metal or Wood 


€ In Sparkling White or 
Brilliant Virocolor 


e Moisture Proof Sealed 
Molded Construction 


e No Maintenance 
No Paint, No Upkeep 


e Wide Range of Models 
and Sizes 


Write for Descriptive Literature 


VIROQUA DOORS 


VIROQUA, WISCONSIN 


e Durable and Lasting 
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FIND THESE CAREY 
BUILDING PRODUCTS FAST 
IN YOUR NEW 1962 
SWEET'S CATALOG FILES 


ARCH. 
FILE 


SWEET'S 
INDEX 


CAREY PRODUCT CATALOG 


Fire-Chex Shingles 


Built-Up Roofing 


Thermo-Bord Panels 


Corrugated A/C Sheets 


Elastite Highway Products 


Bathroom Cabinets/Accessories 


Access Doors 


Industrial Insulation 


For additional copies of any of 
the Carey Product Catalogs 
listed above, write: 

Dept. AR-362 » The Philip Carey 
Mfg. Company * Cincinnati 15, 0. 


ieee ا‎ 


FLEXICORE FLOOR 
OVER BASEMENT 


CONCRETE SLAB 
ON GROUND 


STEP 1. Pour foundation and slab on ground. Flexi- 
core precast concrete slabs used over basement utility 
rooms. 


FLEXICORE FLOOR SLABS 


SLAB OMITTED 
FOR PIPE SPACE 


STEP 2. Erect transverse bearing walls and second 
floor Flexicore deck. Units clearspan 14-foot and 
21-foot bays. Work deck available in 24 hours after d.d 
slabs leveled and grouted. 


FLEXICORE ROOF SLABS 


`’ 
MASONRY 
BEARING 


س 


ik 
ا‎ 


n 
\ 
\ 


STEP 3. Extend bearing walls and erect roof deck. 
Building now under cover. Mechanical trades move in 
without waiting for outside walls. Clear span elimi- 
nates shoring. 


Skidmore, Owings and Merrill, Architects—Engineers 


w Air Force Academy Got New Buildings Under Cover Quickly 


ل 


ANGLE SUPPORT 


SLAB OMITTED 
FOR PIPE SPACE 


TYPICAL PLAN SECOND FLOOR DETAIL— PIPE SHAFT INTERIOR BEARING WALL 


The Bachelor Officers’ Quarters and Visiting 
Officers’ Quarters at the new Air Force Acad- 
emy have precast Flexicore floor and roof 
decks because they provided fast erection, a 
fireproof structure and a reasonable cost. 

For more information on this project, ask 
for Flexicore Facts 84. Write The Flexicore 
Co., Inc., Dayton, Ohio, Flexicore Manufactur- 
ers Association, 297 S. High St., Columbus 15, 
Ohio, or look under "Flexicore" in the white 
pages of your telephone book. 


ieri завол DOOR FACE BRICK 
LIVING STORAGE MASONRY 
ROOM T — 
FLEXICORE 
SECOND FLOOR 
CONCRETE 
TOPPING SLAB 


END BEARING WALL 


PRECAST CONCRETE DECKS 
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positive overhead door control 
that’s hidden from view 


Headliner 
ШОШ 


А. ee 


1A. x 4%" Jamb t 


€ 


HEADLINER is completely hidden and enclosed 
и іп the head jamb or transom bar 


advanced design—HEADLINER 
Center Pivoted Double Act- 
ing Overhead Door Control 
is built in...and performs 
out of sight, even when doors 
move to the full-open position. 
No visible hinges, closers, arms, " b" аннын m 
or holders interrupt the beauty and clean lines of doors and frames. 
Here is highly efficient door control concealed in any head jamb or 
transom bar as slim as 134" x 414”. HEADLINER sets the scene for 
good doorway design ... entrance, vestibule, interior ... in any 
building and at lower cost than with many other types of door closers. 


performance— The advanced new HEADLINER Overhead Door Con- 
trol operates smoothly and quietly. Cushioned positive back stop and 
optional hold-open may be obtained at either 90° or 105°. HEADLINER 
also features positive centering and no accidental hold-open. The 
HEADLINER provides positive control ... throughout opening and 
closing cycles for double or single acting doors. Simple, accessible 
two-speed closing and spring force adjustments are provided. 


installation — The HEADLINER is designed for packaged unit construc- 
tion so the complete doorway—frame with pre-installed HEADLINER 
and door—is quickly installed. Gone is the usual time-consuming 
preparation. One trip completes the installation . . . the door is securely 
set in the frame in seconds with the HEADLINER Fast-Set Arm and Pivot. 


For the full story, write to Dor-O-Matic today for HEADLINER literature. 


7358 West Wilson Avenue • Chicago 31, Illinois 
CANADA: Dor-O-Matic of Canada, Lid., 550 Hopewell Ave., Toronto 10, Ontario 
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P )) MR- . M 1 Th [ Division of REPUBLIC INDUSTRIES, 


Product Reports 


continued from page 232 


Plastic Panels for Showers and Tubs 
Rigid, high-impact styrene plastic is 
shatter resistant and unaffected by 
soaps and hot water. Locked in the 
plastic are metallic yarns, mother-of- 


pearl flakes, leaves and butterflies to 
make patterns in the translucent 
panels. Polyplastex United, Inc., 870 
Springfield Rd., Union, N. J. 


Double Dome Skylights 

Acrylic double dome skylights have 
a durable frame of polyvinyl chloride 
which is flexible enough to adjust to 
rough well-openings which may vary 


up to !4 in. from specified dimen- 
sions. The domes are delivered and 
installed as one unit. Compatible 
thermal coefficients of materials used 
eliminates cracks and separation due 
to thermal expansion and contrac- 
tion. Johns-Manville, 40 E. 16th St., 
N.Y, 16, N.Y. 


Low Friction Ball Bearing Hinge 

The Griffiin 1197 and 4197 “friction- 
free" hinge has a ball bearing in one 
knuckle of each hinge leaf, with the 


load equally distributed on both bear- 
ings. This is said to eliminate any in- 
crease of friction due to wear. Grif- 
fin Mfg. Co., Erie, Pa. 

more products on page 240 


L.E. CARPENTER 
ORIGINAL 


| ^S RE 


h 


the classic ^. — 
magnificence of 
cient stone 


captured 


in 


BO: 


TRAVATEX ... another product of 

L. E. Carpenter's designing skill and 
integrated manufacturing ingenuity 
in Vinyl Wallcoverings 


Endowed with nature's delicately 
changing tones and distinctive tex- 
ture ... the life-like strata and 
random pebble formations ... the 
noble complexion for which stone is 
so admired. TRAVATEX...in prac- 
tical, modern Vicrtex vinyl wall- 
coverings. Care-free as stone, yet 
will not stain, chip, fade or crack. 
The newest tri-dimensional Vicrtex 
Original Pattern ... in 14 refresh- 
ing colors. 


= L. E. CARPENTER & COMPANY 


All Viertex Fabrics U/L Approved Empire State Building, New York 1 e LOngacre 4-0080 * Mills: Wharton, N.J. 
Set In Canada: Shawinigan Chemicals Ltd., 
Canadian Resins Div., Montreal, Que. & Weston, Ont. 


Motorola Western Military Electronics Center, Phoenix, Arizona 


Architect: Edward L, Varney—Associates, Phoenix, Arizona 
Contractor: Т. б. К. Construction Co., Inc., Phoenix, Arizona 


Manchester Savings Bank, Manchester, М. H. 

Architect: W. G. Knoebel, AIA, St. Louis, Missouri—Associate, 
John О. Betley, AIA, Manchester, New Hampshire 

Consultant & Contractor: Bank Building & Equipment Corporation 
of America, St. Louis. Mo. 


PITTCO 
82-Х 
Weep-vent system 
and flexible, metal 
joint sealing 
compound assures 
leak-proof 
construction. 
Prefabricated 
components shrink 


on-site installation 
costs. 


А. ід” SPANDRELITE 
В. Clear glass 

C. Setting Block 

D. !4" SPANDRELITE 


E. Leveling shims 

F. Flashing 

G. Sectional aluminum s 
H. Drainage and ventilati 


Gibraltar Savings & Loan Association, Houston, Texas 
Architects: Greacen & Brogniez, Houston, Texas 

Assoc. Architect: J. Victor Neuhaus 111, Houston, Texas 

General Contractor: Marshall Construction Co., Houston, Texas - 


PITTCO curtain wall 
systems offer you 
design flexibility 
plus reliability 


Whether the plan you have іп mind is a large project 

or a small one, you will find a greater degree of design 
flexibility when you use Pittco Architectural 

Metal. Here's why: 


First of all, you can work with several curtain wall 
framing systems—82X, 25X, “900” series and the new 
670—they're all precisely engineered to meet the most 
rigid architectural requirements. 


You'll find the widest variety of rolled and extruded 
components—sash, jambs, sills, facing moldings, 
division bars—to suit any architectural style. When your 
plans call for double-glazing, the Prrrco 25X provides 
a framing system especially designed to accommodate 
TwiNDOW? Insulating Glass. 


The related components of the 82X and 25X systems 


"900" 


come in aluminum, bronze or stainless steel. 

The all-aluminum mullions and muntins of the “900” 
interchangeable; 7 series are interchangeable. 
all-aluminum Every PITTCO curtain wall has the unique weep-vent 
mullions and muntins . . system that drains water condensation. And the rigid 
mean greater design construction of these PrTTCO curtain walls stands 
potential for | up to high wind loads. 
high-rise, as well as, : : 
low-rise buildings. | All these Рїттсо curtain wall features give you 
Clean, simple lines ` greater design flexibility . . . mean more opportunities 
of sections add good : to make your design ideas materialize. 


looks to durability. What's more, PPG will assume full responsibility for 


providing a complete curtain wall job—from your 
design to job completion. 


® 


PITTSBURGH PLATE 


A. ід” SPANDRELITE D. Leveling shims ; 

B. 18” to 14" thick E. Neoprene glazing inserts G G LASS COM PANY 
clear glass F. Continuous fiashing 

C. Setting block G. Weeping and drainage : 


Paints * Glass * Chemicals * Fiber Glass 


In Canada: Canadian Pittsburgh Industries Limited 


THE CLIENT IS PLEASED 
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Planters Peanuts / (A Division of 
Standard Brands Incorporated) 
Long Island Warehouse 


Since 1954 huge quantities of Planters products have moved 


through this warehouse into the Metropolitan New York area. 


Balfour Rolling Steel Doors have been giving dependable 


service on the loading docks during this entire period. 


rolling | doors _ 


: Catalog in Sweet's or write: 


WALTER BALFOUR & CO. INC. 
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© doc-port® doors ` 
. steel service doors 
-automatic fire doors 
 pygmee counter doors 
steel grilles 5 dese 


Engr./Bldr.— Brown & Matthews, Inc. 


| 26 


Product Reports 


continued from page 2 


Acoustic Panel with Fabric Finis 
Acousti-Core ceiling board has a la: 
inated construction with a glass fib 
core. The high density board giv 
effective sound control in both Ic 


woven glass cloth gives a nubby fa 
ric finish. Also available are whi 
finish panels with а non-bridgii 
paint. Sizes range from 24 in. sq 
24 by 48 in. Forty-Eight Insulatior 
Aurora, Ill. 


Insulated Porcelain Enamel Panel 
A panel with a two-hour бге ratii 
has a front and back of porcela 
enamel on steel, with a fire-resista 


Resista 
Fire-Resistant Core 


Care 


insulation 


core at both front and back su 
rounding an interior core of gla 
fiber. Over-all thickness is 2% i 
Ingram-Richardson Mfg. Co., Beav 
Falls, Pa. 


Linen Fabrics 

Eleven new designs form the “С‹ 

mopolite Collection" by Pipsan Saz 
| a = тт: 


- Кет. 


inen Swanson. Fabrics include an « 
clusive rayon-backed linen. Edu 
Raphael Co., Inc., Holland, Mich. 


NEW FROM AMERICAN-STANDARD 


PUSH-PULL 
FAUCETS 


... COMBINE FUNCTIONAL SIMPLICITY WITH EYE APPEAL! A pull turns 

on the new PUSH-PULL. A twist to the left releases hot water...to the 
right, cold...a push turns it off. Soapy water from wet hands drips into the 
bowl, not onto the faucet. It stays clean longer. The new PUSH-PULL with 
use-tested Hyseal valves is washerless...won't drip, leak or cause expensive 
service calls. All brass and stainless steel. Specify the newest...specify the 
PUSH-PULL. W For more details, contact your nearest American-Standard 
| sales office, or write: AMERICAN-STANDARD, PLUMBING AND HEATING 

J DIVISION, 40 W. 40th St., New York 18, N. Y. 


American-Standard and Standard? are trademarks of 
American Radiator & Standard Sanitary Corporation 


American-Standard 


PLUMBING AND HEATING DIVISION 


BATH AND SHOWER FITTING 
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Ф 
This section of a beautiful steel Lamella arch 
frame has an exposed 242” Tectum roof deck. 
Building: Dearborn Youth Center; Architect: 
Harley, Ellington & Day, Detroit. 


af 
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A beautiful section of a folded plate roof deck 


using 2" and 2%” Tectum. Building: Grace 


Episcopal Church, Detroit; Architect: Nathan 
Johnson, Detroit. 


Precast concrete sections, poured at the job site 
on Tectum Form Plank forms, are lifted by crane 
to the roof level. Building: Coliseum for State of 
Mississippi, Jackson; Architect: Jones & Haas, 
Jackson. 


Under construction, this beautiful chapel incorporates 
24,000 square feet of 3” Tectum roof deck plank. The 
planks are installed parallel to the wooden joists. Beams 
| are laminated wood. Building: Shrine Chapel of Our Lady 
of Orchard Lake; Architect: Walter J. Rozycki, A.I.A. Detroit. 


When Tectum is used for a roof deck, form plank, 


wall or acoustical ceiling, the designer has three 
mighty important things going for him: (1) a struc- 
tural wood fiber material, ''ectum offers a beauti- 
fully textured surface that normally needs no 
painting. Its natural, off-white color extends 
throughout the board. It’s made differently. (2) 
'Tectum is uniform both in quality and appearance. 
Machined edges assure a neat, firm joint. The en- 
tire shipment looks good. (3) Tectum is light, easy 
to handle and may be worked with ordinary tools. 
' That's why versatile Tectum is so practical for the 
many new shapes and unusual framing designs. It 
can be easily cut to any requirement on the job site. 

'Tectum continues to grow in preference for all 
types of buildings. You can rely on the fact that 
though much, much lighter, Tectum is safer, more 
uniform, has a better finished appearance and 
greater acceptance. More and more architects and 
contractors are deciding, “There is no equal for 
Tectum — only alternates." 

Send for complete information on 'lTectum's 
many product applications or see Sweet's Architec- 
tural and Industrial Files. Tectum Corporation, 535 
E. Broad St., Columbus 15, Ohio. 
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| — STRESI 


NEW STYLE 


FOR 


NARROW 


SARGENT & GREENLEAF 


SLIM LINE 


Сл! АРУ Devices 


Narrow-stile glass doors are big these days. But 
their panic device installation area is small. De- 
spite space limitations you want a device that is 
dependable, quiet, and backed by a quality-con- 
scious manufacturer. S&G SLIM LINE has what 
you want. 

| SLIM Line’s handsome, clean design comple- 
ments modern decor. It operates with a feather- 
1 light touch and stands up under rugged use. SLIM 
LINE has exclusive Uni- Trim? for correct location 
of trim, assuring cohesive fit. Note, too, that Stim 
LINE devices can be adjusted after installation 

. cutting time and installation costs. 

For narrow stile doors, specify SLIM LINE for 
style, performance, quality and dependability. 
|! Drop us a card for further information, and we 
welcome questions! 


| abe SARGENT & GREENLEAF, INC. 


ROCHESTER 21, NEW YORK S| 


шг 
CATALOG 


ee AIA File No. 27-C SWEET'S 
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Office Literature 


continued from page 194 


Roof Ventilator 

Bulletin 311-L describes a dual-baffle 
roof ventilator which provides weath- 
er protection while remaining com- 
pact in size. It is available in alumi- 
num and galvanized steel. Leigh 
Building Products, Division of Air 
Control Products, Inc., Coopersville, 
Mich. 


Textured Metal 

Actual samples of RIGID-Tex tex- 
tured metals are included in a four- 
page folder describing five new pat- 
terns. Some samples are colored to 
show the effects obtainable. Rigid- 
ized Metals Corp., 685 Ohio St., 
Buffalo, N.Y.* 


Moving Sidewalks and Ramps 
(A.I.A. 88-4) Case histories of mov- 
ing ramps and sidewalks throughout 
the country are given in a 16-page 
booklet which has drawings and 
charts to show the general arrange- 
ments and capacities of various 
units. Bulletin 1060. Stephens-Adam- 
son Mfg. Co., Aurora, Ill. 


Fastenings for Wood Structures 
(A.I.A. 19-B) A 12-page catalog gives 
technical details and brief specifica- 
tions of wood anchors, joist and beam 
hangers, metal bridging, etc. Timber 
Engineering Co., 1619 Massachusetts 
Ave., NW, Washington 6, D.C.* 


Vinyl Asbestos and Asphalt Tiles 
Color charts, uses and installation. 
light reflectance values, and brief 
specifications for Vina-Lux vinyl as- 
bestos tile and Azrock asphalt tile 
flooring are included in a 12-page 
catalog, No. LC-202. Azrock Floo: 
Products Div., Uvalde Rock Asphalt 
Co., Box 531, San Antonio 6, Tex.* 


Multi-Room Air Conditioning 

An illustrated 20-page booklet con- 
siders multi-room air conditioning 
from the standpoints of the building 
owner, the building manager, and the 
occupants. Included are cost data 
equipment performance data anc 
methods of control. Remington A 
Conditioning, Remington Corpora 
tion, Auburn, N.Y. 


* Additional product information й 
Sweets Architectural File 
more literature on page 25: 
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dynamic material for a 
dynamic architecture 


® 


Glass is the most stable, most permanent of 
building materials. Yet its qualities are never fixed or 
frozen. Properly selected, it’s a means for strict 
environmental control. Yet it has a life of its own— 
expressive, always changing. It responds to its 
environment. Unlike passive plane surfaces, glass has 
a flair for drama, subtlety . . . and surprise! These 
pages are an invitation to explore the dynamic 
possibilities in glass by AMERICAN-SAINT GOBAIN. 


Controlled response to changing points of view. A-SG Lustra- 
gray® glare-reducing sheet glass increases reflectivity from the 
side of greater brightness... permits full,. glare-free visibility 
from the other side. This effect contributes to privacy and clean 
exterior detailing, produces attractive night-time illumination. 


# Even ‘security’ glass offers striking visual dynamics. Wired 
glass used to be specified only out of necessity—when 
structural or fire-retarding properties were more impor- 
tant than appearance. Today A-SG offers a broad range 
of wired glasses as attractive as they are practical. Shown 
here: Nuweld® Ribbed—a clean, linear wired pattern 
enlivened by an expressive diffusing surface design. 


Cool, restful light—tailored to any climate. 
Aklo* heat-absorbing glass by A-SG often 
permits major savings in lighting and air- 
conditioning capacity. At the same time, 
it adds color, texture and interest—espe- 
cially to large-area glazing. Aklo is avail- 
able in a variety of relief patterns... 
wired or unwired, clear or frosted. 
*Reg. T.M.—Lic. by Corning Glass Works 


Subtle color modulations. Tinted Plate Glasses 
and Plate Blanks by A-SG produce restrained, 
yet striking color effects—while controlling 
light balance and radiant transmission. 
Shown here: Plate Blanks in smoked topaz, 
steel gray, and light blue—three of eight 
standard colors. These glasses (also available 
polished) meet today’s highest standards. 


Material of 1000 moods. A-SG Huewhi 
diffusing glass shows the range of its 
sponse to changing light conditions. (/ 
see Page 1 of this ad.) This rich, opalesc 
glass can be used where maximum privac 


Curtain walls can have a rich, functional vital- 
ity. A-SG Huetex® insulating glass spandrels 
offer a full spectrum of architectural color. 
Surfaces gleam richly, while harsh reflections 
are subdued. These tempered glass panels 
have a permanently bonded ceramic enamel 
backing, protected by a layer of insulating 
aluminum. Maintenance, of course, is minimal. 


desired. Yet it maintains a sense of spacic 
ness...adds interest through textt 
low-key reflection and transmitted co 


Sparkling patterns produce a lively play of 
light. Each of the dozens of A-SG pat- 


terns has its own repertoire of lighting effects 
—and light-controlling uses. Shown here: 
Beadex®, an unusually lively design of tiny 
relief droplets in informal rows. It diffuses 
light without dulling or flattening it 

.accents color and movement. 


A-SG...a complete source 
of dynamic, functional glass 
for the creative architect 


American-Saint Gobain offers every important type of architectural flat glass—sheet, patterned an« 
plate— produced to high optical and mechanical standards. Special products include: 
spandrels and facing materials...tempered glass doors...radiant glass heater panels...corrugate 
and laminated glasses... bent shapes, etc. # Have you reviewed the A-SG line lately? Your local 
glass jobber or A-SG representative will gladly provide you with samples and data. * For addition. 
information, check your Sweet's files...call the A-SG sales office nearest you...or write: 
American-Saint Gobain Corporation, Dept. AR-3, Kingsport, Tennessee. 


ADEE 


TT GOBAIIN CORPORATION 


SALES OFFICES: Atlanta, Boston, Chicago, Dallas, Detroit, Kansas City, Los Angeles, New York, Pittsburgh, San Francisco, Sea! 
PLANTS: Kingsport and Greenland, Kingsport, Tennessee; Jeannette, Arnold, and Ellwood City. Pennsylvania: Okmulgee. Oklahc 


PRESCON SYSTEM" 
OF POST-TENSIONING 
CONTRIBUTES TO 
PLANETARIUM UNIQUE DESIGN 


The unique and new design of the St. Louis Planetarium—a hyperboloid of 
one sheet—combines the advantages of a domed and a flat roof. The ring 
beam and hyperboloid were monolithically placed, with the beam post- 
tensioned by the Prescon System of prestressing. Pilasters formed in the 
ring beam, and positioned over each of the twelve support columns provided 
for post-tensioning. 

Thirty-six tendons of the grouted type, were stressed from each end 
after the concrete reached a minimum compressive strength of 3200 psi. A 
group of three tendons terminated at each side of each pilaster. 


After stressing and grouting, a 4-foot, non-structural, extension of the 
ring beam and the hyperboloid was cast outside the beam covering all 
hardware and the pilasters. 


If you design or engineer structures—apartments, offices, schools, ware- 
houses, shopping centers, parking garages, or bridges—you can offer clients 
improved structures in prestressed concrete, post-tensioned by the Prescon 
System. Benefits in addition to design flexibility often gained with Prescon 
over conventional construction will include: (1) greater useable floor space 
within a given building volume, (2) more economical construction in money 
and time, (3) less expensive finishing costs. 


*The Prescon System consists of these components: (1) high carbon 
steel wires with cold-formed button-heads for positive end anchorage, 
encased in (2) slippage sheathing, and (3) threaded thru end anchor- 
ages (steel spread plate at fixed end and stressing washer and bearing 
plate at stressing end) plus shims for maintaining tension. 


THE PRESCON CORPORATION 


P. 0. Box 4186 е Corpus Christi, Texas 
Albany 9» Atlanta e Memphis » Dallas » Denver e Los Angeles 
St. Louis e San Francisco e Seattle 


©The Prescon Corp. 


MEMBER OF PRESTRESSED CONCRETE INSTITUTE 


$*469099906649960666*$009092609906500009900960600600060000090096009000009009$0900000009000009000092050200000090 


Owner: City of St. Louis. Architects: Hellmuth, 


Obata & Kassabaum, Inc. (St. Louis). Consult- 
ing Engineers: Albert Alper (St. Louis), 
Ketchum, Konkel & Hastings (Denver). General 
Contractor: Gamble Construction Co., Inc. (St. 


Louis). 


ARCHITECTURAL RECORD 


PLANETARIUM 


Tendons at pilaster 


March 1962 


90909066599*?5906009000000008009280000900029000009000000009500090909290900009090900000009000900000000020090 


249 


SentryLock 


ping up all over America! Sargents 


Never before have function and beauty been so perfectly 
wed in four architectural lock lines. IntegraLock, a 
modern mortise lock. MagnaLock, the ultimate for those 
who prefer a heavy duty bored lock. SentryLock for 
reliable standard duty. And a full range of mortise locks 


with new sectional trim — as up-to-date as tomorrow. A 
Sargent locksets are available with metal finishes or e: 
citing new Delrin? knobs and fired copper roses. Choos 
from the widest variety of functions and fashion design: 
Mix 'em or match 'em, but choose Sargent—a singl 


лын" apos ДР 
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À. 
25 
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n 


AP tee 


Mortise lock | ; a ы ^ MagnaLock 


tehed line of newest fashion locksets - 


ource of quality and responsibility for almost 100 years. ro Е 
or more information see your Sargent supplier or write Г | 
argent & Company, New Haven 9, Connecticut. In п 


anada write: Sargent Hardware of Canada Ltd., Peter- THE NEWEST FASHION IN A COMPLETE 
rough, Ontario. ® DuPont LINE OF ARCHITECTURAL HARDWARE 
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SUPER— 


Matelasse 


Titan # 
(45 02.) Ё 


Реасоск 


-ouncguard X8 
TOPS in SOUND REDUCTION 


Super-Soundguard X8 is tops 
in a complete array of Foldoor 
partitions in the 8-14” profile 
line. Here is maximum sound 
reduction for a minimum in- 
vestment. Heavy-duty steel 
frame and exclusive safety 
draw latch make the Super- 
Soundguard X8 ideal for school 
and church sound-space separa- 
tion requirements. 


Beauty is inherent in all 
Foldoor installations. Decora- 
tor fabrics available in a wide 
selection of colors and textures. 


A dramatic new concept in 

customized grillework for in- 
: € stitutions, offices, homes. 
Sculptured styrene, factory fabricated in a num- 
ber of complete systems . . . ready to install. 
Limitless design possibilities — space dividers, 
screens, door accents, etc. Available in metallic 
or regular colors. For interiors and exteriors. 
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r 
HOLCOMB & HOKE 
MFG. C0... INC. 


Practical and handsome, 
Foldoor fabrics meet the most 
rigid fire codes, shrug off wear, 
stay bright and beautiful for 
years to come. 


See your Foldoor distributor 
for Super-Soundguard specifi- 
cations, sound test results, and 
fabric samples—or mail this 
coupon. 


HOLCOMB & HOKE 


FOLD OR 


FOLDING PARTITIONS AND DOORS 


1545 Van Buren Street 
Indianapolis 7, indiana 


| 
| Dept. С22 | - 
Please send complete information on: ® 
| O SUPER- O FILIGRILLE п Have job 
| SOUNDGUARD grillework in planning, 
| Specifications please call 
МАМЕ. 
FIRM 
| ADDRESS 
| city STATE 
ا‎ 


Office Literature 


continued from page 244 


Exterior Marble Specifications 
(A.I.A. 8-B-1) Newly revised stand- 
ard specifications for exterior marble 
veneer are available on letterhead re- 
quest. Marble Institute of America, 
Inc., 32 South Fifth Avenue, Mount 
Vernon, N.Y. 


Financial Furniture 


(A.I.A. 35-S) Drawings and a bro- 
chure show an expanded line of mod- 
ular furniture for financial institu- 
tions. Twelve basic structural units, 
including counters, cabinets and par- 
titions for tellers’ stations, can be 
combined in different designs to fit 
the installation. APF Industries, 
Inc., 100 Leroy Ave., Buffalo 17, N.Y. 


Porcelain Enamel 

(A.I.A. 15M-1) Illustrations and 
specification details for using archi- 
tectural porcelain enamel are given 
in a four-page folder. Davidson 
Enamel Products, Inc., 1104 E. Kib- 
by St., Lima, Ohio* 


Vertical Lift Equipment 


Vertical lift equipment is listed in a 
12-page catalog which illustrates en- 
gineering, construction, and opera- 
tion features of each unit. D. A. Ma- 
tot, Inc., 1583 W. Altgeld St., Chi- 
cago 14, Ill.* 


Plastic-Finished Paneling 


(A.I.A. 23-L) Booklet gives complete 
product information about Marlite, a 
paneling with à washable plastic sur- 
face that is fused to tempered hard- 
board base. Marsh Wall Products, 
Inc., Dover, Ohio.* 


Concrete Void Forms 


Uses of Voidcrete inflatable rubber 
void forms in concrete construction 
are given in a 16-page booklet. El- 
good Concrete Services, 242 Ran- 
dolph St., Brooklyn 87, N.Y. 


Wooden Windows 

(A.I.A. 16L) Details of seven types 
of Andersen Windowalls are given in 
a 48-page catalog. Tracing detail file 
is also available. Andersen Corp., 
Bayport, Minn.* 


*Additional product information in 
Sweet’s Architectural File 


more literature on page 256 


NEW AISC SPECIFICATION FOR THE DESIGN, FABRICATION, 
AND ERECTION OF STRUCTURAL STEEL FOR BUILDINGS 


New AISC rules allow greater 
fl «bility in steel design... increase 
economy of steel construction 


Now the AISC has put its official stamp of approval on all six 
of the ASTM grades of construction steel. The new design rules 
are the result of extensive research and experimentation, and 
make available, under one cover, a wealth of easy-to-use infor- 
mation of importance to every architect, designer, and structural 


engineer. Check these highlights.. 


* HIGH-STRENGTH STEELS 


Design rules for the new ASTM grades of steel 
permit the designer to select more precisely the 
appropriate tensile-strength steel for the load 
condition . . . reduce the tonnage required ... 
offer substantial cost savings to the owner. 


> compose DESIGN 


Liberalized concept of composite design for build- 
ings: steel beams and concrete floor slabs, joined 
into an integral unit, work together to support up 
to 35 per cent more load than conventional design. 


+ Piastic DESIGN IN STEEL 


Develop the reserve strength inherent in many 
types of steel structures and save weight—often 
up to 15 per cent. Save time in designing, too. 


BETHLEHEM 
STEEL 


. then send for your copy. 


<> PLaTE-cinDER DESIGN 


By employing the concept of "tension fields" as 
used by the aircraft industry, plate girders for 
buildings now require thinner webs and fewer 
transverse stiffeners . . . resulting in economies of 
10 to 20 per cent. 


ф-отнея PROVISIONS 
Also included in the new AISC Specification are 


provisions for new high-strength bolts... tubular 
steel members . . . more precise column design . . . 
and other areas of steel design that will bring 
about simpler, cleaner, more imaginative struc- 
tures—achieved at lower cost. 


Completely New! 96 Pages! 


PUBLICATIONS DEPARTMENT 
BETHLEHEM STEEL COMPANY, BETHLEHEM, PA. 


Please send me a copy of the new AISC Specification 
for the Design, Fabrication, and Erection of Struc- 
tural Steel for Buildings. 

Name. 

Company 

Address 

| ee 0 


State 
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NEW TESTS VERIFY: YOU CAN | 
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For over two years, users of Fiberglas* Polarizing Light Pan 
have noted their beneficial effects on visual tasks. Now the 
benefits have been confirmed in scientific tests conducted 1 
the Illuminating Engineering Research Institute by the Ins 
tute for Research in Vision, Ohio State University. 


These findings prove that polarization virtually eliminates 1 
flected and direct glare; reduces veiling glare; improves col 
definition; and improves visual performance and task visibili 
in comparison with nonpolarized light at equal candlepow 


e better see better see better see better see better see better 


3 [TER WITH POLARIZED LIGHT 


‘hrough polarization, the usefulness of light can be increased | OWENS-CORNING RESEARCH pioneers new ideas in 
ithout increasing illumination levels. 

iow, with their effectiveness further confirmed, Fiberglas Polar- 
zing Light Panels take their place as the most advanced im- 
rovement in interior illumination. Insist on Fiberglas Polar- 
"ng Light Panels in lighting enclosures you specify. 


| OWENS-CORNING 


FIBERGLAS 


T. M. ВЕС. U, 5? PAT. OFF. 


DR FULL INFORMATION or a visual demonstration, write: Owens- | 
orning Fiberglas Corp., Dept. MD, 717 Fifth Ave., New York 22, N.Y, 


*T-M (Reg. U.S. Pat. Off.) O-C.F. Corp. 
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Cuts Operating 
and Maintenance 
Costs in Any 
Size Doorway 


LARGE 
Of 
SMALL 


|] 52 tt. by 14 ft. opening 


stat cu Ribs eed 5299 


Гоа 


Whether manually or motor operated a Kinnear Steel Rolling Door 


affords more years of top efficiency. The coiling upward action of 
Kinnear Originated interlocking metal slat door curtain makes all 
space around door fully usable at all times. When in the closed position 
it gives maximum protection against wind, weather, fire, intrusion and 
vandalism. And as to durability; a 60 year record of performance is 
your best evidence that Kinnear Doors are engineered and built to 
render dependable service under the hardest daily use. Write today for 
catalog or recommendations. 


INNE AR’ The KINNEAR Mfg. Co. 
| | ; | FACTORIES: 

А ROLLING DOORS 1860-80 Fields Ave., Columbus 16, Ohio 
Saving Ways in Doorways 1742 Yosemite Ave., San Francisco 24, Calif. 


N E мы tt Ft Offices & Representatives in All Principal Cities 
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Office Literature 


continued from page 25 


Classroom Storage, Sink Cabinets 


(A.I.A. 29-H-6 and 35-B-4) Con 
plete descriptions and detailed illus 
trations of steel classroom storag 
and sink cabinets are in a six-pag 
booklet. Grade-Aid Corp., 46 Bridg 
St., Nashua, N.H.* 


Colored Glass Block 


(A.I.A. 10-F) Special feature of 
16-page catalog of glass blocks is 
series of block where color is adde 
to the glass itself or applied as 
ceramic coating. Installation detail 
and physical data are include 
Owens-Illinois, Toledo 1, Ohio.* 


Area Lighting 

Bulletin GET-3100 has 16 pages de 
scribing area lighting for professior 
al applications. Included is a discu: 
sion of economic consideration fo 
design selection, along with technic: 
standards by which to measure pror 
er choices. General Electric Co 
Schenectady 5, N.Y. 


Space-Saving Garage Doors 
Bulletin RI-100 describes electrical 
operated garage doors for residenti: 
and industrial installations whic 
have interlocking steel panels th: 
run on heavy-gauge steel tracks an 
nest compactly above the openin; 
Panel-Lift Door Corp., Standard. Toc 
Industries, Inc., 1724 Chestnut St 
Philadelphia 3, Pa. 


House and Commercial Furniture 
(A.I.A. 35-H-5) Catalog R-33 i 
cludes a new line of contempora1 
furniture and accessories, includin 
three upholstered metal chairs th: 
have been awarded design patent 
Frederic Weinberg Co., 145 W. C 
lumbia Ave., Philadelphia 22, Pa. 


Copper Alloy Extrusions 

An eight-page illustrated  bookl 
gives details on properties and desig 
characteristics of 15 copper alloy e: 
trusions. An index aids in selectir 
an alloy for a particular extruded se 
tion. Anaconda American Brass C 
Waterbury 20, Conn. 


Annunciator System 

A two-color folder describes a di 
gramatic annunciator system for u 
with control panels to locate trout 
spots visually. Graphics, Inc., 5 
Belleville Turnpike, Kearny, N.J. 


*Additional product information 
Sweet’s Architectural File 
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DIMENSION 
LUMBER 


Kiln-Dried dimension 
in a wide range of 
species, sizes and 
grades. And now all 2” 
K-D Common dimen- 
sion is edge-marked for 
visible proof of quality 
before, during and 

after construction. 


WOOD 
SIDING 


Bevel, Drop, Dolly Var- 
den, Board and Batten 
...a full range of pat- 
terns in many species. 
“Dri-Shield” water 
repellent treated and 
factory Prime-Coated 
sidings also available in 
three species. 


kw 
NES) 

X ALT 
IAN 


и 


VU uil 


PLYWOOD 


Plyscord Sheathing 
with the distinctive 
Weyerhaeuser mark 
plus nailing guides 
printed on each work- 
saving panel. Also 
sanded, decorative and 
specialty plywoods 

for interior and 
exterior use. 


wi P UU 
NUS ge vA 


PANEL 
PRODUCTS 


Prefinished, perforated, 
decorative and Prime- 
Coated hardboards; 
particle and flake panels 
for underlayment and 
core material, and Ply- 
Veneer for economical 
partitions and 
packaging. 


RODDIS FLUSH 
VENEERED 
DOORS 


Architecturally de- 
signed doors for all 1 
including solid-core 
hollow-core, fire, X- 
sound-retardant an 
plastic-faced. Golde 
Dowel doors guaran 
teed for life. 


America's most complete line of quality wood products... 
from one source makes your specification job much 


easier. If standard product designs do not fit your needs, 
your nearby Weyerhaeuser specialist will gladly assist 
you in obtaining product information for custom design 
specifications. Weyerhaeuser products and services —like 
wood itself — are versatile and flexible to better serve 
you. Specify Weyerhaeuser — your partner in producing 


today's most modern, efficient structures. 


OFTWOOD 


UMBER 
'ANELING 
douglas Fir, 
Vestern Red 
‘edar, West 
‘oast Hemlock, 
Vhite Pine, Pon- 
erosa Pine, in 
aried patterns 
nd widths for 
mplete interior 
nd exterior 
esign freedom. 


HARDWOOD 
PANELING 

A full line of pre- 
finished hardwood 
paneling, includ- 
ing luxurious 
Craftwall in 11 
beautiful tones, 
and the new 
beautiful “Forest- 
glo” line in nine 
distinctive 
species. 


SPECIALTY 
AND FINISH 
PRODUCTS 


Nu-Loc “made-to- 
measure” lumber, 
end-matched lum- 
ber, Douglas Fir 
gutters, door 
jamb sets, mold- 
ings and trim, 
flooring, fencing, 
ceiling, laminated 
beams, etc. 


Weyerhaeuser Company 
Wood Products Division 


acoma, Washington 


Weyerhaeuser forestlands are managed as 


sustained-yield tree farms, upon which timber 


is grown in recurring crops. This insures a 


continuous flow of wood to our manufacturing 


plants and is your assurance of an uninter- 
rupted supply of building products—when 
you want them and where you want them. 


For further information on 
Weyerhaeuser products or services 
contact the area office nearest you. 


ATLANTA 

1545 Marietta Blvd., N. W. 
Atlanta 18, Georgia 

SY 4-4471 


BALTIMORE 

Р. О. Box 2736 
Baltimore 25, Maryland 
ELgin 5-7000 Ext. 21 


BOISE 

11312 North 11th Street 
Boise, Idaho 

BOise 4-5571 


BOSTON 

Castle Island Terminal 
South Boston 27, Mass. 
ANdrew 8-3696 


BUFFALO 

1800 Broadway 
Buffalo, New York 
TX 6-5950 


CHARLOTTE 

118 East 28th St. (P. O. Box 10586) 
Charlotte 1, North Carolina 
33-35165 & FR 55547 


CHICAGO 

3865 W. 41st Street 
Chicago 32, Illinois 
FRontier 6-5300 


CINCINNATI 

836 Depot Street 
Cincinnati 4, Ohio 
471-0484 


CLEVELAND 

6599 Granger Road 
Cleveland 31, Ohio 
LAfayette 4- 2931 


DALLAS 3 
816 Thomas Building 
Dallas 2, Texas 
Riverside 2-7275 


DETROIT 

13500 Rotunda Drive 
Dearborn, Michigan 
LUzon 2-1555 


KANSAS CITY 

2110 West 75th Street 
Prairie Village, Kansas 
ENdicott 2-8987 


LOS ANGELES 

3557 So. Hill Street 

Los Angeles 7, California 
Richmond 8- 545 1 


LOUISVILLE 

1360 Durrett Lane 
Louisville 13, Kentucky 
EMerson 8-3331 


MEMPHIS 

2790 Broad Avenue (Р. О. Box 5145) 
Memphis 12, Tennessee 

FAirfax 3-4533 


MIAMI 

253 N. E. 73rd Street 
Miami 38, Florida 
PLaza 4-9568 


MILWAUKEE 

2960 112th Street 
Milwaukee 8, Wisconsin 
SPring 1-4650 


NEW YORK 

P. O. Drawer 629 
Newark 1, New Jersey 
MArket 4-7880 


OMAHA 

3873 Farnam Street 
Omaha, Nebraska 
346-7229 


PHILADELPHIA 

Richmond and Tioga Streets 
Philadelphia 34, Pennsylvania 
GArfield 6-6950 


PHOENIX 

221 E. Camelback Road, Suite P-7 
Phoenix 12, Arizona 

264-6149 


PITTSBURGH 

1024 Sawmill Run Blvd., 
Pittsburgh 20, Pennsylvania 
EV 1-4800 


PORTLAND 

Room 914 U. S. National Bank Bldg., 
Portland 4, Oregon 

CApital 6- 1231 


PROVIDENCE 
Portsmouth, Rhode Island 
683-2705 


SAN FRANCISCO 

375 S. Mayfair Ave., Suite 292 
Daly City, California 

PLaza 5-6781 


SEATTLE 

P. O. Box 247, Room 206 
Boyd Building 

Mercer Eland. Washington 
ADams 2-2525 


ST. LOUIS 

3344 Morganford Rd. 
St. Louis 16, Missouri 
MOhawk 4-5591 


TWIN CITIES 

2563 Franklin Avenue 
St. Paul 14, Minnesota 
Midway 6-7241 


Velkommen to our showrooms where a new 


interior design formulation, 
employing wall furniture components and sectional panels 
with holes of unique design, is on view. Created in Denmark 
by Poul Cadovius exclusively for interior designers, archi- 


FIND THESE CAREY 
BUILDING PRODUCTS FAST 

IN YOUR NEW 1962 
SWEET’S CATALOG FILES 


IND. 
CONST. ARCH. SWEET'S 
FILE FILE INDEX 
ув 


CAREY PRODUCT CATALOG 


Fire-Chex Shingles 


Built-Up Roofing 


Thermo-Bord Panels 
Corrugated A/C Sheets 
Elastite Highway Products 
Bathroom Cabinets/Accessories 
Access Doors 
Industrial Insulation 
For additional copies of any of 


the Carey Product Catalogs 
listed above, write: 


Dept. AR-362 • The Philip Carey 


tects and contract furnishers. 
System Cado 


WRITE FOR LITERATURE 
1130 Third Ave., New York DESIGN: POUL CADOVIUS 


Royal System: 9400 St. Lawrence Blvd., Montreal, Canada 
S. Christian of Copenhagen, Inc.: Jackson & Sansome, San Francisco 


Mfg. Company • Cincinnati 15, 0. 


the first handbook to provide complete information on 
supervising and testing building construction 


FIELD INSPECTION OF BUILDING CONSTRUCTION 


by Thomas H. McKaig, C.E., Chairman of the N. Y. State Board of Examiners for Professional 


Here is a strictly practical book—it is not a textbook. It assumes 
that you or your inspector have had sufficient theoretical training to 
put to immediate use the wealth of practical information it 
contains. 

The opening chapter discusses the role of the field inspector— 
gives sound advice on getting along with the various trades, on 
treading the line between under- and over-inspection, on setting up 
the needed records, on reporting through correct channels, and on 
other general, but important, matters. 


COVERS EVERY STAGE OF CONSTRUCTION 


The next five chapters are devoted to your inspection and testing 
problems at each stage of construction. For each stage you will find 
specific information on testing the materials and workmanship used 
there, on pitfalls to avoid, on material storage, protection of work 
in place, safety precautions, and hundreds of other vital points. 

The seventh and final chapter covers every aspect of concrete 
construction, and the many special problems involved in getting 
uniform and acceptable quality. 


USE THIS HANDBOOK FOR TEN DAYS’ FREE TRIAL 


To examine this important material, all you need do is fill out and 
return the coupon. As soon as your copy arrives, take it right to the 
job site and put it to work for ten days. We guarantee that it will— 

1. Point out better ways to speed job progress. 

2. Provide better ways of testing materials and millwork. 

3. Help coordinate and ease friction among the many parties to the 

job. 


IF FIELD INSPECTION OF BUILDING CONSTRUCTION 


fails in the above objectives, or if it does not satisfy you for any 
reason, return the book and consider the invoice cancelled. 
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Engineers and Land Surveyors 
344 pages, 6 x 9”, illustrated, $9.35 


7 IMPORTANT CHAPTERS 

The Job of the Inspector 
Preliminary Stage 
Foundation Stage 
Structural Framing Stage 
Intermediate Stage 
Finishing Stage 
Concrete 

p----------- MAIL TODAY .------------ 

- McGRAW HILL BOOK COMPANY, DEPT. FAR-3 

| 327 West 41st Street, New York 36, N. Y. 


i copies of FIELD INSPECTION 
» OF BUILDING CONSTRUCTION @ $9.35. After 
I ten days free use, I shall remit payment plus postage, 
or return the book without obligation. 


ADDRESS 


[] Payment enclosed. We pay postage, same return 


privilege. 


FAR-3 


Just Published! 


a complete library of facts on— 


curtainwalls aluminum windows steel windows 


pihati 


Brand new!—a three-part file that every architect, engineer and contractor 


concerned with institutional, commercial and monumental buildings should have. 


Designed and written for quick, easy reference. 


CURTAINWALLS 


e details and construction features 
of high quality aluminum and steel 
curtainwall systems; includes com- 
plete specifications. 

e complete data on a new concept in 
curtainwalls using single and double- 
hung aluminum windows; a design 
that eliminates conventional mullions 
to lower costs and provide clean 
architectural lines. 

e mullion and anchorage details; 
panel sections; typical head and sill 
closures. 

e 38 pages; color photos, detail draw- 
ings and pertinent tabular data. 


ALUMINUM WINDOWS* 


e design, construction features and 
specifications for commercial, monu- 
mental, intermediate and apartment 
residential double-hung and single- 
hung windows; also projected and 
heavy awning windows... for use in 
schools, hospitals, commercial and 
public buildings, churches and other 
structures. 36 pages. 


e also shows hopper vents, fixed 
windows, insulating panel installa- 
tion, spiral and tape balances, mul- 
lions, half-size sections, quarter-size 
installation details and insect screens. 


STEEL WINDOWS* 


e features and advantages of steel 
windows for schools, factories, public 
buildings and other applications; 
complete specifications. 


e covers 114” heavy-intermediate and 
114" intermediate projected windows 
and industrial types; also mechanical 
operators and insect screens. 


e 40 pages; all technical data clearly 
illustrated and tabulated. 


*For information about residential win- 
dows, screens and storms, ask for 
* Commodity" catalogs. 


In construction products Ceco engineering makes the big difference 


" 

І 

1 

і 

і 

I 

I 

І 

1 

1 
Sales offices and plants i 
in principal cities i ae 

І 

1 
curtainwalls, windows, screens, | firm 
doors • steelforms • concrete i 
reinforcing » steel joists « steel i address 
buildings • roofing products 
» metal lath 1 city 


CECO Steel Products Corporation | 
Please rush my copies of your new bulletins: 
O №. 1069-Е, “Curtainwalls’’ 

Ll No. 1001-R, “Steel Windows" 


5601 W. 26th St. 
Chicago 50, Illinois 


L] No. 6013-I, “Aluminum Windows" 


title 


ZONE. state. 


AR 
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EPCO PULLS 


AND KNOBS PULLS 


ARE DESIGNED TO a 
LOOK BETTER, — 


WEAR LONGER, 
AND INSTALL 
EASIER! . 


The GP-14, GP-15 and CP-16 
extruded aluminum snap-on pull, 
and the СР-17 plastic snap-on 
pulls are for V4" sliding glass or 
panel doors. The WP-18 and 
WP-34 are screwed to 34" slid- 
ing doors. 


PULLS 


for Doors 
and for 


EPCO pulls for doors and drawers Drawers 


are of extruded aluminum. Special 
anodized finishes are available. 


EPCO knobs are machined from 
aluminum or brass bar stock. 
Both aluminum and brass knobs 
are available in standard finishes. 


Free 32-page Catalog on 


THE ENGINEERED PRODUCTS CO. 


Р.О. BOX 108 - FLINT, MICHIGAN - PH. CE 9-8689 


KNOBS 


f all EPCO pulls, track and for Cabinet 
magnetic catches available 
and 
on request. . 
Furniture 
See Sweet's Catalog Arch. D d 
4 File 19g-En and Light Con- 9ors an 
struction File 7b-En. Drawers 


| C= 55 


€ 


FIDELITY NATIONAL BANK BLDG. 
OKLAHOMA CITY, OKLA. 


montgomery 
MEASURED-DEMAND 
ELEVATOR SERVICE 


e Calculates car calls 
e Summons cars to meet demands 
e Regulates service 


A unique numerically controlled 
Trafic Regulator is the heart 
and pulse of the Montgomery 
Measured-Demand Group Su- 
pervisory Control System. Com- 
pletely automatic in operation, 
this sophisticated programming 
device constantly calculates the 
number of calls registered, se- 
lects the proper program, and 
summons the necessary cars to 
meet existing requirements. As 
trafic demands change, a new 


montgomery 


MOLINE, 
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program and the necessary cars 
are automatically selected, meet- 
ing the new requirements. 


The dependability and efficiency 
of Montgomery Measured- 
Demand Systems have been 
proven by years of in-service 
operation in numerous installa- 
tions. Pictured is one of several 
Montgomery Measured-Demand 
Group Supervisory Control 
Systems. 


Branch and representative 
offices in all principal cities. 
Consult yellow pages of phone 
book or write. 


ELEVATOR COMPANY 
ILLINOIS 


KP- 56 ` 


Just released! 


New metal door handbook 


* complete specifications on 134” metal doors of 
custom flush, commercial flush and stile and rail 
construction; 494 types and sizes designed for insti- 
tutional, commercial, monumental and other build- 
ing applications. 


* also presents 220 Underwriters’ Labelled Doors, 
with specially designated hardware and frames. 


e introduces a new 13$" flush metal door styled for 
housing projects, offices, clinics, apartments, motels, 
service stations and similar buildings. 


e includes special metal doors such as trucking 


Gi 


metal doors • steel and aluminum curtain- 
walls, windows, screens • steelforms • con- 
crete reinforcing steel • steel joists • roofing 
products • steel buildings • metal lath 


In Construction Products 
Ceco Engineering Makes 
the Big Difference 


name. 


address 


CECO Steel Products Corporation 


Sales offices and plants in principal cities 


.7.7 هي ا с‏ | 


doors, panel slide types and Dutch doors; also fold- 
ing metal closet doors. 


* details sidelights, borrowed lights and transoms. 


* covers a complete line of door hardware, including 
locks, anti-panic devices, surface bolts and door 
closers. 


* separate listings of standard metal frames, louvers, 
vision lights and astragals. 


e 28 pages, with more than 200 photographs, draw- 
ings, diagrams and reference tables. 


5601 W. 26th Street 
Chicago 50, Illinois 


Please send me a copy of your new Bulletin No. 2040-7, “Metal Doors." 


title 
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state. 


AR 
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IN NEW YORK 


A BUILDING TO REMEMBER 


: RTT ш 
ü e d gt mE CERE 


PLUMMER LTD. 


A challenging problem ...to change the face of a 
traditional building enough to convey the sophisti- 
cated character of an exclusive gift shop... yet re- 
tain a continuity of design. 


Success is evident. The architects used enduring 
granite to design a sleek facade and entryway 


of Congaree granite that expresses modern yet time- 


less taste. 


Architects: 


Ferrenz & Taylor 
New York, N. Y. 


General Contractor: 
James F. Mitchell, Inc. 


в 3 Ҹ Newark, М. J. 
WW Granite: 


“Congaree” for Exterior & Interior Facing 


GEORGIA GRANITE FOR BUILDINGS TO REMEMBER 


Lhe 


rgia granite COM, any 


See our full color brochure in Sweets Architectural File or write for free copy. 


elberton, georgia 


266 ARCHITECTURAL RECORD March 1962 


The Record Reports 


Third Sculpture Presented 

To U.N. by Art Council 

The third of three contemporary 
sculptures presented to the United 
Nations by the National Council of 
U.S. Art and approved by the late 
Secretary-General, Dag Hammar- 
skjold, has been completed and is 
now in place on the outside of the 
east wall of the General Assembly 
Building. 


The work of United States artist 
Ezio Martinelli, the piece is a 30 by 
17 ft abstract sculpture in gold- 
and bronze-anodized aluminum. The 
artist describes his work as “ап as- 
pirational piece of sculpture’; an 
abstract design conceived in close 
relation to its architectural setting. 

The other two pieces are a bronze 
by Robert Cronbach, which stands 
opposite the entrance to the Medita- 
tion Room in the Assembly Building, 
and a polished bronze bas-relief by 
Jose de Rivera, which was placed in 
Mr. Hammarskjold’s office. Both 
were presented in March 1960. 

The National Council is an asso- 
ciation of private citizens, formed in 
1958 for the purpose of securing the 
representation of the fine arts of the 
United States at the Headquarters 
of the U.N. Interestingly enough, all 
the works of art at the U.N. have 
been official donations by member 
nations, whereas these three pieces 
of sculpture have been presented by 
private individuals interested in con- 
temporary art in this country. 

In choosing the sites for the three 
sculptures, Mr. Hammarskjold acted 
in conjunction with Wallace K. Har- 
rison, chief architect for the U.N. 
Headquarters building. 

more news on page 27C 
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Controlled for Museum. 
Light and heat problems solved with PRC Toplite 


% 


Low silhouette Toplite Roof Panels are available 
in a variety of sizes for easy installation on most 
roofs. Panels are furnished with light control- 
ling prisms at 45° or 90° to the perimeter, for 
complete flexibility in any building orientation. 


City Architect, San Francisco Bureau of Archi- 
tecture — Charles Griffith; Project Architect — 
Clement A. Mullins, A.LA.; Supplier — Paige 
Structural Glass Co. 


In the galleries of San 


Francisco’s famous M. H. De 


Young Memorial Museum, light distri- 


bution through old-fashioned skylights varied 
with the position of the sun. Installation of prefab- 
ricated PRC Toplite Roof Panels reduced heat build-up 

and resulted in the glare-free illumination pictured above. 


Toplite Panels utilize hollow, prismatic glass units which trans- 
mit a high percentage of the light from the north sky and the low 
winter sun, but reject the intense light and heat from the high 
summer sun. (They transmit about one-third as much heat in 
summer as conventional skylights.) In this way they provide con- 
trolled daylight ideal for all types of building structure. Write 
today for technical literature. 


PRODUCTS RESEARCH COMPANY 


CORPORATE OFFICES AND WESTERN 

MANUFACTURING DIVISION 

2919 Empire Ave., Burbank, Calif. « Victoria 9-3992 
EASTERN SALES AND MANUFACTURING DIVISION 

410 Jersey Ave., Gloucester City, N.J. « GLenview 6-5700 
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TH 
1/ 4 THE COST OF QUARRY TILE 


IT ROLLS ON AT 


The largest national beverage company in its field, after study and tests, recently adopted Steelcote 


EPO-FLOOR TOPPING to protect concrete floors from corrosion of food acids and alkalis in its newest plant. 


Here are the reasons: 


Easy application, monolithic groutless cleanliness, resistance to acids, alkalis, moisture, 
strength many times that of concrete, and non-slip surface that fights abrasion. 


For maximum protection at minimum cost specify Steelcote Epo-Floor Topping on your next job. For 


complete information write, wire or phone. 


STEELCOTE MFG. CO. • 3418 Gratiot, St. Louis 3, Mo. e Rodney, Ontario, Canada 


THE B.0.C.A. APPROVED BONDER 


(Building Officials Conference of America) 


FOR COMPOSITE MASONRY WALLS 


ELIMINATE BRICK.HEADERS 

CONTROL CRACKING IN BLOCK BACKUP 
(Both Face Shells Shrink Equally. 

Both Face Shells Must Be Reinforced) 
ACHIEVE HOMOGENEOUS BOND 

(Double bond is provided into hollow masonry 
back-up where only face shell mortar bedding is used) 


LJ LI т яе —— о ши ша UM om ee € "€ n e 8 
AX win PRODUCTS COMPANY i 


714 E. 61st Street І 
Chicago 37, Illinois Phone: Midway 3-8203 | 
Name i 
Address І 
Firm l 
City 586. te 

Please send me B.O.C.A. Report No. 60-1 П] i 

1962 Sweet's Brochure [ | AR 3-62 i 
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Made of all 3/16" wire or all #9 wire. Made in 12 
foot lengths with 4” wide box ties 16” O.C. 
(9 ties per length). Available finish: Galva- 
nized box ties with brite basic side rods; all 
mill galvanized wire; hot-dipped galvanized 
after fabrication. 


© 1961 AA WIRE PRODUCTS COMPANY ® REG. U.S. PAT. OFC. 


Until someone invents a self-cleaning window, PELLA 
WOOD CASEMENT WINDOWS require the least maintenance, 
providing substantial savings for your client. Occupants 


PELLA ALSO MAKES QUALITY WOOD up to 24” x 68” and 48 fixed sizes for max- 


TWINLITE® AND MP WINDOWS 


WOOD FOLDING DOORS AND PARTITIONS the Yellow Pages for the name of nearest 


MOUNT OLIVET HOME FOR SENIOR CITIZENS * ARCHITECT: Н. W. FRIDLUND e BUILDER: KRAUS-ANDER 


SON 


Care-free windows 
for care-free living 


can operate each ROLSCREEN®—the “instant screen” that 
rolls down in spring, rolls up in fall. Self-storing storm 
panels stay in place the year ’round, saving on seasonal 
labor and valuable storage space. Stainless steel, spring- 


type weatherstripping combines with wood frames to 
WI N D OW increase the efficiency of heating and air-conditioning 


systems. PELLA offers 18 ventilating sizes 


imum planning flexibility. Full informa- 
tion and specifications in SWEET’s or see 


SLIDING GLASS DOORS AND ROLSCREENS U.S. or Canadian distributor. of a series 


ROLSCREEN 


COMPAN Y • PELLA, IOWA 
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Education News 


SPACE MODULATOR: STUDENT PROBLEM AT KANSAS STATE 


To initiate students of architecture 
into spacial design at Kansas State 
University, Manhattan, James Mil- 
ler, assistant professor of architec- 
ture, assigns a problem called a 
“space modulator". He says it per- 
haps could be called “space sculp- 
ture," but it is intended to be archi- 
tectural in nature rather than artis- 
tic. 

The only limiting factor given the 


"U.S." CHEMICAL 
PORCELAIN 
LAB SINKS 


@©2e0200800000006606698 


, .. handle ALL 
corrosives 
safely 


€60060900*90900020090000000000009 


Chemical Ceramics Division 


150-H 


bo 
- 


second year students in this first 
three dimensional project is the size 
of the block of space they are to de- 
fine and give character to. Students 
use wire screen, plastic, silk, nylon 
thread, sheet metal, burlap, paper 
and balsa wood. “They like to use 
rich warm woods and metals, like 
walnut and copper,” says Miller. 
Students are allowed three weeks 
to design and build their modulators 


No more need for corrosion 
charts . . . for special sinks for 
special corrosives, with the 
chances of costly mistakes. 


Time-proven *U. S." Chemical 
Porcelain laboratory sinks are 
guaranteed to handle safely all 
acids, alkalies, caustics and 
solvents — weak or strong, hot 
or cold. With normal routine 
rinsing, even hydrofluoric acid 
presents no problem. *U. S." 
Chemical Porcelain laboratory 
sinks are also certified to with- 
stand all the heat shock and 
physical abuse they'll ever 
meet in normal laboratory use. 


Available in three attractive 
colors — cool “surf green,” soft 
"mist gray" and sparkling 
white — these strong, non- 
staining, scratch-resistant 
sinks are as easy to clean as a 
china dish. Over one hundred 
different styles and sizes are 
available to meet every 

need. 


For complete details, contact your Laboratory 
Furniture Manufacturer or write direct for free 
Bulletin L-10. 


U. S. STÓNEWARE 


3 
i 
1 


AKRON 9, OHIO 
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and usually spend from 50 to 100 
hours on them. 


Shown from left with their finished 
space modulators are: Steve Winslow, 
New Cambria; John Wulfmeyer, Wichi- 
ta; Wayne Clendening, Salina; and the 
instructor, James Miller. 


Boston Arch. Center 
Has New Dean’s Assistant 


Mayhew D. Seavey, R.A., of Bedar 
and Alpers, Architects, has been ap- 
pointed assistant to the dean of the 
School of Architecture of the Boston 
Architectural Center. 


Rhode Island Design School 
Makes Appointment 


James A. Howell, assistant professor 
of architecture at the Rhode Island 
School of Design, is now acting head 
of the Department of Interior Archi- 
tecture at the college. 


Washington U. Students Win 
In Parking Garage Contest 


Five senior students of the Washing- 
ton University School of Architec- 
ture, St. Louis, were recently award- 
ed cash prizes for their winning de- 
signs of a 1000-car public parking 
garage. The design contest, which 
represented the first stage of the new 
downtown St. Louis Stadium project, 
was sponsored by the Missouri As- 
sociation of Prestressed Concrete. 
Advisers were Dean Joseph Passo- 
neau and Professor Roger Montgom- 
ery. 

First place winner was Jerry Car- 
roll, Independence, Mo. Honorable 
mention winners were: Jerry Break- 
stone and Larry Sauer, Memphis; 
David Malan and Richard Rothman, 
St. Louis. 

more news on page 277 


NEWTON GRIFFITH RESIDENCE, MINNEAPOLIS * ARCHITECTS: PETERSON, RIFFITH, INC, 


Wood’s warmth at work 


The woop FRAMES of these PELLA Sliding Glass Doors 


\ 
serve two ways. Their pleasing proportions are in keeping 
with other design elements. And, because woop is an 
efficient insulator around glass, condensation is elimi- 
nated. With PELLA-designed stainless steel and wool pile 
weather stripping, PELLA Sliding Glass Doors are excep- 


tionally weathertight. Paint or finish these frames to 
match any decorating scheme. Screens close automati- 
А cally. Removable muntin bars in regular or diamond 
Wr тып m UN ee shapes are available to add a traditional 


touch. Specify 0, OX, XO, OXO or OXXO in 
| 55 D 0 0 RS 33”, 45” and 57” widths. Also custom sizes. 
Then, top them off with PELLA transom 


PELLA ALSO MAKES QUALITY WOOD units to match. Full information and speci- 
CASEMENT AND MULTI-PURPOSE fications 1n SWEET's or call your PELLA dis- ix D 
tributor in the Yellow Pages. of a series 


WINDOWS, WOOD FOLDING DOORS 
AND PARTITIONS AND ROLSCREENS 


ROLSCREEN COMPAN Y . PELLA, IOWA 
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Need any more reasons.. 


Illustrated are comparative U values for 8" lightweight concrete block. 
U values of other types and sizes of masonry walls are cut from % to over V6 when insulated with Zonolite Masonry Fill Insulatio 
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or insulating masonry walls? 


a need a minimum of encouragement 
tell you about them. Zonolite Ma- 
nry Fill Insulation often pays for 
elf before the building is begun, 
cause it reduces thermal transmis- 
n so effectively that smaller heating 
d air conditioning units can be used. 
course, future fuel bills will be much 
er. And the occupants much more 
mfortable. Loudness of sound 
ough Zonolite Masonry Fill insu- 


lated walls is reduced by 20% to 31%. 


The installed cost is low; from approxi- 
mately 10¢ to 21¢ per sq. ft. (For ex- 
ample, 8” block can be insulated with 
Zonolite Masonry Fill Insulation for 
about 13¢ per sq. ft.) The reason: low 
material cost and fast installation. 
Zonolite just pours into the block 
cores. For complete information, write 
for Technical Bulletin MF-56, to: 


lit 


Je onm 
E WERMIC ETE 


24 


ER BEPELLENT pe 


ZONOLITE 


ZONOLITE COMPANY 
135 SOUTH LA SALLE STREET 
CHICAGO 3, ILLINOIS 
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ROBERT M. LITTLE’ 
"PROUND-LHE-CLOCK AIDE 


Robert M. Little, nationally-known Miami architect, says: "We have an ass 
ciate who gives us answers to a host of questions about building materia 
and equipment on a moment's notice—at any hour of the day or night. I refe 
of course, to our Sweet’s File, which constantly saves valuable time in pro: 
uct selection and specification.” 


The real credit for the completeness and usefulness of the Sweet’s Fil 
in your office belongs to the manufacturers who make their cat. 
logs instantly accessible in the File. They have earned your consideratio 


SWEET’S CATALOG SERVICE, DIVISION OF E W. DODGE CORPORATION, 119 WEST 40TH STREET, NEW YORK 18, NEW YC 


sense ш 


ROWAY Doors 


GIVE HOME-GARAGE CONVENIENCE TO COMMERCIAL BUILDINGS 


Raising even a large RoWay Overhead Commer- 
cial Door is virtually as easy as opening a resi- 
dential garage door. This important advantage 
comes from “Power-Metered” springs — a RoWay 
exclusive. Every door is exactly counterbalanced 
with a custom-wound spring, a process made pos- 
sible by RoWay’s all-under-one-roof fabrication 
system. The manufacturing of all components in 
the RoWay plant also assures you of strict quality 
control. Mechanical perfection goes hand in hand 
with the modern proportions of RoWay doors and 
POWER-METERED the durability of lifetime-guaranteed Masonite Dor- 
ишн lux panels. For year ’round functional conven- 


ee гь ience, RoWay Doors are completely weathertight‏ س 


EXTENSION SPRING 
D) eA y 


7 m cias 


i! 


are systema” to to seal out snow, rain and dust. Motor operators 
n alance . 
ser hn sach door are available for all RoWay Doors. On your next 
Each spring is fabri. s é : : К s 
cated, tempered and industrial or commercial job, put quality into 
| tested in the Rowe plant. action with RoWay Overhead Doors. 


Fer Veet 
The 
‘Yellow Pages’ || SEE OUR CATALOG 
<. JN IN SWEET'S 
CHITECTURAL 
FILE 


OR WRITE FOR COPY 


ROWE MANUFACTURING COMPANY 
1040 Holton Street © Galesburg, Illinois 


RESIDENTIAL e INDUSTRIAL e COMMERCIAL 
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NEW AISC SPECIFICATION POINTS THE WAY TO 
EVEN GREATER DESIGN FREEDOM IN STEEL! 


For the architect and engineer, the new AISC _ tion of steel tonnage with consequent increased 
Specification opens wide exciting new uses of steel— 
new opportunities for imaginative design with no 
sacrifice of strength or safety. Through plastic design, 
greater spans than ever are now possible. Utilizing the 
properties of composite action, smaller and fewer 
beams can be used, freeing large areas for uncluttered American Institute of Steel Construction, Inc., 101 Park 
work space or for eye-pleasing vistas. What's more, the Avenue, New York 17, New York; or Inland Steel Com- 
new Specification clearly points the way to the reduc- pany, Dept. 5, 30 West Monroe Street, Chicago3, Illinois. 
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NEW AISC 
SPECIFICATION 
GOES 
HAND-IN-HAND 
WITH LOWER 
BUILDING COSTS! 


The new AISC Specification 
recognizes the many advances in 
metallurgical research. New insight 
into the behavior of steel under vari- 
ous conditions of load and stress, 
has led to the production of many 
new steels now available to the 
architect and engineer. New high 
strength steels permit the designer 
to select steels on the basis of 
appropriate tensile strength for the 
load, thus reducing the tonnage re- 
quired and resulting in substantial 
cost savings. For example, using the 
new steels and taking advantage of 
composite design, plastic design, or 
new. plate girder specifications, 
economies can run as high as 20%. 


For your personal copy of the New AISC 
Specification, simply mail this coupon... 


STATE 
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The Record Reports 


On the Calendar 
March 


3-4 Second Annual Conference, 
U.S. Institute for Theater 
Technology—New York City 

8-9 Meeting of the Executive 
Committee of the American 
Institute of Architects—The 
Octagon, Washington, D.C. 

11-14 Second Annual Conference on 
Revenue Producing Facilities, 
sponsored by the American In- 
stitute of Park Executives— 
Oglebay Park, Wheeling, W. 
Va. 

12-15 58th Annual Convention, 
American Concrete Institute- 
Brown Palace Hotel, Denver 

14-15 Reynolds Awards Jury Meet- 
ing—The Octagon, Washing- 
ton, D.C. 

20-22 1962 Annual Conference on 
Church Architecture, spon- 
sored by the Church Architec- 
tural Guild of America and the 
Department of Church Build- 
ing and Architecture of the 
National Council of Churches 


—Sheraton-Cleveland Hotel, 
Cleveland 
28-30 48th Annual Convention, 


Michigan Society of Archi- 
tects—Sheraton-Cadilac Ho- 
tel, Detroit 


April 


9-18 48rd Annual Convention and 
Welding Exposition, the Amer- 
ican Welding Society—Shera- 
ton-Cleveland Hotel and Cleve- 
land Public Auditorium, Cleve- 
land 

12-13 14th Annual National Engi- 
neering Conference, sponsored 
by the American Institute of 
Steel Construction—Deshler- 
Hilton Hotel, Columbus, Ohio 

13-14 Sixth Urban Design Confer- 
ence, sponsored by the Har- 
vard Graduate School of De- 
sign and its Alumni Associa- 
tion; theme: “Designing Inter- 
City Growth"—Harvard Uni- 
versity, Boston 

23-25 Sixth Annual Convention, Con- 
struction Specifications Insti- 
tute—Biltmore Hotel, Atlanta 

24-26 Building Research Industry 
1962 Spring Conferences— 

continued on page 284 


HOSPITAL | 


ARM PULL 


DESIGNED BY 


BROOKLINE 


192 Newly styled Brookline 


Door Pull assures maximum good 
looks, hard usage and convenience. 
Half-round material in stainless steel, 
brass, bronze, chrome or aluminum. 
25%” clearance. Mounted with 2 
through bolts if used singly or 
mounted back to 
back with con- 
cealed fasteners. 
O. A. length 8”. 
Positively guaran- 
teed for the life of 
the building against 
breakage. Low 
price. 


"190 sence 


#792 with addition 
of 3” x 2” back plate 
for convenient sur- 
face mounting with 
wood or machine 
screws. 


BROOKLIN 


INDUSTRIES, ING. 
6800 South Chicago Avenue • Chicago 37, Illinois 
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TRI-PAR MANUFACTURING CO., 


278 


actual 
test 


STACK CHAIR NO. 5312CB 


Write today for 1962 Catalog No 20 


ТКІ-РАК 


1740 North Pulaski Road, Chicago 39, Illinois 
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or VINYL 


SEALS «>` GASKETS 


for PRECAST CONCRETE PANELS 


Williams Panel Seals (Pats. Pend.) 
were developed especially for use 
in vertical and horizontal joints of 
precast concrete wall panels . . . 
they are extrusions of expanded, 
closed-cell Neoprene Rubber. This 
closed-cell material, and the hol- 
low-core design, provide the prop- 
erties which assure a positive pres- 
sure-contact seal in panel joints 
under all conditions— each type of 
seal readily compensates for varia- 
tions in joint width, irregular joint 
surfaces and erection adjustments. 


BL 


Spe Ac 
PERMANENT 
X ADHESIVE 


JOINT OPEN JOINT CLOSED 


VERTICAL JOINT 


3” Joint in Sculptured Precast Concrete 
Panel with Quartz Aggregate Face 
WILLIAMS "DOUBLE-WING" SEAL No. 1A 


PERFECT-SEAL for CONTROL JOINTS 


PERFECT-SEAL 


И BUILDING PAPER: 


EVERLASTIC MA 


Everlastic Masonry Gaskets are a 
readily compressible, nonabsorbent 
Elastomer which is impervious to 
water and inert to heat, cold and 
acids. In masonry joints, they permit 
linear expansion, and seal the joints 
against moisture penetration which 
causes frost damage. Everlastic Gas- 
kets should be used between sill and 
coping stones, stone or prefab metal 
wall panels, and to isolate and cush- 
ion all steel or concrete columns to 
permit normal movement without 
damage to masonry walls. 


кырык or VINYL WATERSTOPS 


Williams "Perfect-Seal" (Pat. Pend.) 
is a specially designed seal for use 
in Mortar-Keyed Control Joints . . . it 
provides continuous four-point pres- 
sure-contact sealing which keeps 
moisture out of joints and prevents 
air passage. The T-Section is a high- 
grade rubber compound; the cross- 
sealing member at the base of the 
“T” is a strip of readily compressible, 
non-absorbent, expanded closed- 
cell Neoprene Rubber—it provides 
an effective pressure-contact seal 
directly behind the calking. 


SONRY GASKETS 


EVERLASTIC GASKET 


A asas! eet 


pos ae RN 


(че 


Lem 
WILLIAMS NEO-SEAL 


Williams Waterstops are made from 
Natural Rubber Stock and designed 


type of cast-in-place construction 
joint. They will bend around corners, 
and will not crack or tear from shear 
action. Tensile Test: 3990 lbs., Elong- 
ation Test: 650%. Available in rolls 
up to 80 feet in length. Molded 
* union and junction fittings available. 
Williams Waterstops can be fur- 
nished in Vinyl or Neoprene for in- 
dustrial uses where resistance to oil 
. or other injurious wastes is desirable. 


"ж for maximum effectiveness іп any 
e 


See Sweets Files, or Write for Information. 


WILLIAMS SEALS an 


d GASKETS DIVISION 


WILLIAMS 


EQUIPMENT and 
486 W. Eight Mile Rd., Hazel Park, Michigan 


SUPPLY CO., INC. 


Marlite areas: Walls—American Walnut Random Plank, Indian Red, Jet Black and Swan White Hi-Gloss Panels. Folding door—Sunlight Yellow Plank. Counters—American Walnut and Indian Red. Ceiling—Polar White Blo 
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Plastic-Finished Marlite Paneling 


for luxurious wash-and-wear walls in any room 


Something beautiful happens when 
Marlite goes up. This '"wash-and-wear" 
plastic-finished paneling gives any room 
luxurious walls that need no painting or 
further protection. 

And unlike other wall coverings that 
soon show their age, Marlite stays like 
new for years. Exclusive soilproof baked 
plastic finish withstands grease, stains, 
mars, dents—even heat. And Marlite’s 
complete range of colors and patterns 


have been exclusively styled by American 
Color Trends for any color scheme, any 
decor. 

Easy installation makes Marlite an eco- 
nomical choice for remodeling or new 
construction. It goes up quickly, saves 
time and finishing costs. 

Get details on Marlite from Sweet's 
File, Building Supply News Directory, or 
write Marlite Division of Masonite Cor- 
poration, Dover, Ohio. 


plastic-finished paneling 


For fast installation, Marlite Random 
Planks (1/4 x 16" x 8’) are tongued ара. 
grooved—assure a better finished job. 


ANOTHER QUALITY PRODUCT OF MASONITE* RESEARCH 


MARLITE BRANCH OFFICES AND WAREHOUSES: 204 Permalume Place N.W., Atlanta 18, Georgia * 18 Moulton Street, Cambridge 38, Mass. * 4545 James Place, Melrose Park, Illinois (Chicago) • 8908 Chancellor Row, 
Dallas 35, Texas * 1657 Powell Street, Emeryville, California (Oakland) * 3050 Leonis Blvd., Los Angeles 58, California • 39 Windsor Avenue, Mineola, L. 1. (New York).* 2440 Sixth Avenue So., Seattle 4, Washington 


you can trust a child around 


The only automatic entrance 


Kawneer, the SAFE automatic entrance 


О In. an accident analysis for two supermarket chains, 
an insurance company found that each chain had 98 ac- 
cidents per year involving automatic entrances (53% 
struck by the door, 36% hands or arms caught in closing 
door). Children from 2 to 5 were involved in 60% of the 
accidents. Cost of settling the 196 accidents studied: 
$26,000. (No Kawneer Automatics were involved.) L1 Speci- 
fying the safe Kawneer automatic entrance spares a great 
many innocent people injury and pain, and saves your 
client considerable. money. O The Kawneer Automatic is 


safe because it provides finger and hand protection at 


both jambs. 11 is well-nigh impossible for the door to swing 
back and hit those who go through it the wrong way, be- 
cause when the door is pushed through the wrong way, 
the power cuts off. This also serves as a panic breakaway. 
О The new Kawneer A5 Automatic is most reliable... it 
is the only automatic in which the whole entrance—opera- 
tor, mat, door and frame—carries the UL and CSA labels. 
Service is now excellent, and being improved upon every 
day by a growing network of service agencies. O But first 
and foremost, remember that when you specify Kawneer, 
you specify the safe automatic entrance. 


І.» 


KAWNEER CO., Niles, Mich., Richmond, Calif. 
KAWNEER CO. CANADA, LTD., Toronto, Ontario. 


One of the reasons why the Kawneer Auto- 
matic is priced so competitively is that the opera- 
tor is so easy to install...it slips right into the 
transom bar. 


Concrete framing, masonry and the folded plates in just-completed 
condition before painting. Placing the plates required about 1 hour 
of labor per unit. Plates were anchored with weld plates and then 
tied together with poured concrete joints. 


There is a total of 25 plates in the two buildings. Each plate measures 
103’ long, 8’ 112" wide, and 3' 9%” deep. Note plane being serviced 
under canopy of far building. 


50 Foot Cantilever 
with Concrete Folded Plates 


Cantilevered nearly half their 103’ length, giant 
precast concrete folded plates dominate Mackey 
Airlines’ new service facilities at Broward Air 
Terminal. They provide unobstructed inside floor 
area as well as a large support-free canopy for 
outside aircraft maintenance. 


In the manufacture of the folded plates, R. H. 
Wright, Inc., used Lehigh Early Strength Cement. 
Consistent use of this cement in their precasting 
operations helps them attain maximum produc- 
tion efficiency through early removal of units 
and quick re-use of forms. 


This is typical of the advantages of Lehigh Early 
Strength Cement in modern concrete construc- 
tion. Lehigh Portland Cement Company, Allen- 


F town, Pa. 


A single mobile crane places one of the folded plates. 
The plates were cast at R. H. Wright’s Deerfield plant 
and trucked to the job site. The concrete frames visible 
in this picture were cast at the site and raised into 
place. Beams between frames were cast in place. 


Architect: George Storrs 
Engineer: Walter C. Harry & Associates 


Manufacturer of Folded Plates: R. H. Wright, Inc., 
A Subsidiary of Houdaille Industries 


Erection of Folded Plates: Erectors of Florida, Inc. 
Concrete Units: Gillis Supply, Inc. 

All of Ft. Lauderdale, Florida 
Contractor: John B. Orr, Inc., Miami, Florida 
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HOW TO DESIGN A TRADEMARI 


©1962 ANEMOSTAT CORPORATION OF AMERICA 
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THEN: 


Take a seasoned, established company with new ideas — special emphasis 
on imaginative research, for example. 


Create production facilities geared to an expanding air-distribution market — 
move company headquarters to a modern plant in Scranton, Penn. 


Re-establish a unique Air-Distribution Laboratory—add a new controlled-environment room. 


Push the development of new products — high-velocity mixing boxes 
with maintenance-free Neoprene valves, for example. 


Improve marketing communications: update performance data for architects and engineers. 
Design a new catalog. 


And concentrate on service — sales service, product service, engineering service. 


Find a symbol of stability, a symbol of integrity, a symbol of directed energy 
— the triangle! Relate that symbol to advanced air-distribution techniques: 
equate it visually to “zone of occupancy" and “radius of diffusion.” Enclose 
it in a unifying, room-equivalent rectangle. Add a crossbar for *measure- 
ment and control" — presto! — you've established a classic “A” letter form. 


And there you have it. |У For ANEMOSTAT. ® 


ANEMOSTAT CORPORATION OF AMERICA 
A SUBSIDIARY OF DYNAMICS CORPORATION OF AMERICA 
SCRANTON, PENN. 

Write for: Informative laboratory brochure. 
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Alarms 
and 
Supervision 


Architects strive to design each 
building so that it will have a 
long and trouble-free future. 
One of the things that can 
threaten that enduring future is 
fire — accidental or incendiary. 
Other hazards are burglary, van- 
dalism and sabotage. 

Alarms and supervision by ADT 
— specified in your plans — can 
protect both your building, and 
your client’s interests, against 
these threats. 

Architects and engineers are in- 
vited to call the ADT office listed 
in Yellow Pages for free consul- 
tation and catalog information. 
Or see Sweet's File, Section 34-a. 


COMPLETE PROTECTION 
through 
AUTOMATIC DETECTION 


ALARMS FOR: 
,Fire Burglary Sabotage 
Holdup Smoke Intrusion 


SUPERVISION OF: 
Sprinkler Systems 
Industrial Processes 
Heating Systems 
Pumps and Power 
Watchmen and Guards 


AMERICAN DISTRICT 
TELEGRAPH COMPANY 


155 Sixth Avenue, New York 13, N. Y. 
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The Record Reports 


continued from page 277 
Shoreham Hotel, Washington, 


Annual Conference, 
American Institute of Decora- 
tors; through May 1—Jack 
Tar Hotel, San Francisco 

27-28 Conference on Architectural 
Acoustics, presented by the 
University Extension Division 
Engineering Institutes—Uni- 
versity of Wisconsin, Madison 

30ff Design Engineering Show and 
Conference, sponsored by the 
machine design division of the 
American Society of Mechani- 
cal Engineers; through May 3 
—McCormick Place Lakefront 
Exposition Center, Chicago 


May 


5-7 Annual convention, Associa- 
tion of Collegiate Schools of 
Architecture — Sheraton-Dal- 
las Hotel, Dallas 

8-11 National Convention, Amer- 
ican Institute of Architects— 
Dallas 

10-12 1962 annual meeting, Consult- 
ing Engineers Council—Royal 
Orleans Hotel, New Orleans 

21-25 66th annual meeting, National 
Fire Protection Association— 
Sheraton Hotel, Philadelphia 

22-24 13th Annual Convention, Wis- 
consin Chapter, American In- 
stitute of Architects; theme: 
“Architects in Action”—Lake 
LawnLodge, Delavan, Wis. 

30ff Annual Assembly, Royal Ar- 
chitectural Institute of Can- 
ada; through June 2—Bay- 
shore Inn, Vancouver 


Office Notes 
Offices Opened 


Warren R. Richardson, A.J.A., has 
opened an office for the practice of 
architecture and engineering at 57 
East Washington Blvd., Lombard, 
Til. 

An office has been opened by Fran- 
cis A. Pisani, A.I.A., for the practice 
of architecture. The address is 50 E. 
42nd St., New York 17. 

John W. Jickling and William Ly- 
man have opened an office for the 
practice of architecture and plan- 

continued on page 288 


* NON-ELECTRIC 


e HIGH CORROSION 
RESISTANCE 


* UNAFFECTED BY 
SOLVENTS, MILD 
ALKALIES, ACIDS 
or PLASTER BURNS 


e PROVIDES EXCELLENT 
PAINT BOND ABILITY 
(without priming, high impact 
and abrasion resistance) 


* UNAFFECTED BY RAPID 
or SLOW TEMPERATURE 
CHANGES 


e SURFACES ELECTRICALLY 
CONDUCTIVE 


* WELD WITH NO 
DISCOLORATION 


Recodized surfaces can be re- 
finished after years of exterior / 
exposure with- E 
out removal 
from installa- 


on! 
@REG. T.M. 


Send For Free Descriptive Brochur 
Distributor Inquiries Invited 


Republic Chemical C« 


13068 Saticoy St. North Hollywood, Ca 


Fresh... 
From Here 
To Infinity... 


Misceramic’s cushion-edge 
ceramic floor and wall tile presents 
design variety unlimited in colors, 
patterns, sizes and their combination 
possibilities. See Misceramic’s complete line 
of quality ceramic floor tile, wall tile and 
accessories. Catalogs, suggested applications, 
custom design information, specification details 
and actual tile samples are ready for your 
consideration now. Check the Yellow Pages for 
your distributor or write Misceramic directly today. 
See our catalog in Sweet's. 


Cleveland, Mississippi 


Shown: Misceramic's "Block Random Series 6240'' 
Tile Sizes 1" x 1", 1" x 2", 2" x 2", “Speed Set" 
mounting provides a distinct aid to 

rapid installation and precise alignment. 


DOORWAY TO TIME CONTROL 


How to save more man-hours wit] 


The saving of man-hours can be a function of 'I 
"OVERHEAD DOOR," just as surely as it helps cont 
traffic, space and climate through its "movable wa 
function. 

Motorized, push-button doors contribute importan 
to this time-saving. And completely automated doc 
operated electronically, can contribute even more. ] 
example, a fork-lift driver may take 75 seconds to 0] 
and close an industrial door. At an average of | 
opening-and-closing per half-hour, 16 cycles per day 
door, and a $2.25 wage rate, driver downtime alone 
cost industry $183 per door per year! 

When you multiply $183 by many doors, you : 
see the yearly savings possible with the automa 
| "OVERHEAD DOOR." 

Bank of five steel "OVERHEAD DOOR” installations at Midwest Steel Besides man-hour savings and weather protect 


Division plant converts factory sidewall into a ‘‘movable wall," and both motorized and electronic "OVERHEAD DOOR" 
provides control of traffic, time, space and climate. 
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TEM 


At 


Michigan at Portage, Indiana, Midwest Steel Division of National 
Steel Corporation utilizes 38 motorized units of TRe'*OVERHEAD 
DOOR.” All doors are 16-gauge steel, built to withstand 150- 


mph winds. Architect: Swindell Dressler. 


Driver has pulled cord, and “OVERHEAD DOOR” is 
moving up in Air Express building at Atlanta's new 
airport. Immediate door operation permits tractors to 
pull package-laden carts into and out of building, 
quickly and efficiently, saving many man-hours. 


Automatically-operated, upward-acting, expanded- 
metal gates by 'OVERHEAD DOOR” are used in this 
pigeon-hole parking structure at Columbus, Ohio. 
Representing the newest in car-park automation, this 
driverless ''file system" depends on The “OVERHEAD 
DOOR” for swift, automatic handling. 


Industrial truck and fork-lift operators need never 
leave their vehicles as they approach an automated 
"OVERHEAD DOOR” installation. At the touch of a 
dash-mounted electronic button, powerful lift mecha- 
nism raises the door, or outer gate, speeds traffic 
flow, eliminates stop-and-go man-hours. 


hh motorized “OVERHEAD DOOR" 


tallations can provide unlimited ingress and egress at 
raffic-flow arteries; control strategic expansion or con- 
inement of given shop areas and functions; and safe- 
uard the welfare of employees by closing to preserve 
varmth in winter, opening to provide full ventilation 
n summer. 
GET THE COMPLETE STORY NOW 

For detailed information, call your local distributor, 
isted in the white pages. Or write Overhead Door 
;orporation, the company that engineered and pioneered 
оог automation—and originated upward-acting sec- 
ional doors for industry, commerce and residential 
uilding. General Office and Manufacturing Division: 
Iartford City, Ind. Manufacturing Distributors: Dallas, 
‘ex.; Portland, Ore.; Cortland, N.Y.; 
Iillside, N.J.; Lewistown, Pa.; Nashua, 
V.H. In Canada: Oakville, Ontario. 


LA FRADE MARK 


the бнаа) кыс ооба door, made only by 
OVERHEAD DOOR 
|» CORPORATION 


INDUSTRIAL » COMMERCIAL e RESIDENTIAL 


. WOOD » STEEL » ALUMINUM 
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for the 
executive office 


HARTER -W 


modern touch at a modest price 


for lounge or 
reception areas 


The successful, up-to-date look with 
beauty and comfort that’s wonderful 
for office morale. Vinyl-covered foam 
cushioning over heavy-gauge wire 
mesh, Seven models. $51.00 and up. 


‘Clip this coupon for full information on} 
: Harter-W. Attach to your letterhead, sign 
‘your name and mail to: 


| HARTER : 
' CORPORATION | 
305 Prairie, Sturgis, Michigan 


' Canada: | ' 
' Harter Metal Furniture, Ltd., 139 Cardigan, | 
! Guelph, Ont. А 


' Mexico: | | 
Briones-Harter, S.A., Lago Iseo 96, Mexico ! 
17, D.F i 


New Zealand—Australia: : 
Morrison Industries, Hastings, New ! 
Zealand 


The Record Reports 


continued. from page 284 


ning under the name of Jickling and 
Lyman Architects, 261 Daines, Bir- 
mingham, Mich. 

Edwin T. Pawlowski, Architect, 
announces the opening of his new 
office at 804 First National Bank 
Bldg., Johnstown, Pa. 

Charles O. Quade, P.E., has opened 
his own office in the Interurban 
Building, Dallas, as a private consult- 
ant in civil, structural engineering. 


New Firms, Firm Changes 


The firm of Ketchum and Sharp, 
Architects, has been dissolved. Mor- 
ris Ketchum Jr., F.A.I.A., will con- 
tinue the practice of architecture as 
Morris Ketchum Jr. and Associates, 
Architects; and J. Stanley Sharp, 
A.I.A., will continue his practice as 
J. Stanley Sharp, A.I.A., Architect. 
The address for the two firms is 227 
E. 44th St., New York 17. 

The firm name of Arnold L. Lar- 
sen, Architect, 901 Hillgrove Ave., 
La Grange, Ill., has been changed to 
Larsen-Wulff & Associates Inc., Ar- 
chitects. 

Simonds and Simonds, Pittsburgh 
Landscape Architects-Planners, an- 
nounce the following appointments: 
Paul Dorr Wolfe, member in charge 
of office management; R. Jackson 
Seay Jr., member in charge of plan- 
ning; and Robert Lewis Mann, mem- 
ber in charge of parks and recrea- 
tion. 

Gibbs, Tomblinson and Harburn is 
the new name of the firm of archi- 
tects formerly known as Gibbs & 
Tomblinson. Offices are located at 
5227 South Dort Highway, Flint 7, 
Mich. 

Charles W. Lentz Jr. has been 
named an associate of Samborn, 
Steketee, Otis and Evans, Toledo, in 
charge of the steel detailing depart- 
ment. 

William Eric Lindstrom has joined 
the store planning division of Burke, 
Kober & Nicolais, Los Angeles archi- 
tectural and engineering firm. 

The name of the firm of Law and 
Wilson has been changed to Wilson 
Associates, Architects-Engineers. 
The firm’s new office is located in 
Suite 1616, Ala Moana Bldg., 1441 
Kapiolani Blvd., Honolulu. 

Herbert R. Smith has been ap- 

continued on page 292 
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FREE! 


TV SYSTEM LAYOUT 
FOR ARCHITECTS 


CONSULTI 


ENGINE 
© BUILD R 


e Provides the system best for a spe- 
з installation. 


as Provides a system that combines 
top performance with sensible price — 
avoids costly overdesign. 


3. Provides a system with provision 
for future expansion. 


4. Provides a system that is easy to 
install, easy to maintain. 


Blonder-Tongue provides all the assist- 
ance you need plus the world's only in- 
tegrated and matched line of master 
TV, closed circuit TV, community TV 
and educational TV equipment. Each 
product is designed to do a specific job 
—each matched and integrated to bring 
out the best in each other. Further, 
there's an approved Blonder-Tongue in- 
staller in your locality to assure you 
of a professional installation and keep 
your system in top operating condition. 


If you're planning a TV system, contact 
us today. Write for free 28-page catalog 
and architect's specifications. 


ANOTHER 
BLONDER-TONGUE 
SERVICE 


engineered and manufactured by 


BLONDER% 7 “TONGUE 


9 Alling St., Newark, N. J. 


Canadian Div.: Benco Television Assoc., Toront 
Export: Rocke Int'l. Corp., М. Y. —CABLES: ARLA! 


Mtem 


"359 PEL 


Casing beads, now furnished on all Milcor 

Steel Access Doors for plastered surfaces, — 
provide protective plaster terminals — 
— better-looking installations, 


КРИ CRM 
Gi rix 

Ld 

Vou M 


Milcor Steel Access Doors provide the convenience and economy of a com- 
pletely prefabricated assembly — no on-site cutting and fitting. You get a 
better-looking installation — flush with the surface — made of durable steel 
so it won't warp, crack, swell, or bind. You can select from five styles — each 
suited to a particular surface — and thirteen popular sizes. Milcor Access 
Doors have recently been redesigned: new frame construction makes units 
more rigid; wider flanges afford easier fastening; new prime coats increase 
protection. For details see Sweet's section 16k/In, or write for catalog 210. 


. Member of the TDD Steel Family 
Milcor Metal Lath and Trim Products 


METAL LATH * CORNER BEADS * CASING BEADS • CHANNELS • STUDS * PARTITION SYSTEMS * ACCESS DOORS • WINDOW STOOLS • METAL BASES 


Inland Steel Products Company 


DEPT. C, 4033 W. BURNHAM ST., MILWAUKEE 1, WISCONSIN ML-58 


BALTIMORE 5, BUFFALO 11, CHICAGO 9, CINCINNATI 25, CLEVELAND 14, DETROIT 2, KANSAS CITY 41, MO., LOS ANGELES 58, NEW YORK 17, ST. LOUIS 10, SAN FRANCISCO 3 
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COMING Houses of indwidualitı 


IN MID-MAY 
That more and more millions of families may live in houses of soun 
SEVENTH ANNUAL design and individuality—be they custom-planned or ready-built—th 
YEARBOOK editors of “Record Houses" have set themselves these goals: 
ө to honor, by awards of excellence and by publication in “Кесога House 
OF AMERICA’S of 1962,” the finest achievements by architects in the field of house design 
BEST-PLANNED e to help trendworthy developments become trends by communicatin 
them expertly to the profession and its clients; 
HOUSES e to inspire creative new approaches to house design based on lates 


> 


tance to comfortable living... kitchens, bathrooms and year ’rown 
H 0 1 $ F $ КЕ 
5. Progress in Products—a roundup of the best new products f 
residential architecture. 
Here is an issue of outstanding interest and inspiration—the best sing 
reference to good residential architecture. It is part of your subscriptio 
to Architectural Record. 
“coverage of new trends and developments" 
“usefulness with clients" 


3. Comparative Cost Calculator—enabling readers to approximate th 
In am extraordinary show of enthusiasm hun- 
“scope” 


cost of constructing the 20 award-winning houses locally. 
Architecture for the Mallions—five examples of architect-builde 
dreds of architects have expressed approval of 
“Record Houses" annuals. Their main reasons: 
“variety of houses" 
“convenience” 


developments in building materials, equipment and technology. 
collaboration pointing the way to the wider use of architectur: 
“excellence of presentation" 
“reference value" 


To these ends “Record Houses of 1962" will present... 

1. 20 of the Finest Architect-Planned Houses of the Y ear—a coast-to-coas 
selection embracing low budget to luxury houses planned for ind 
vidual owner and merchant builder clients. 

2. Accent on Comfort—major articles on three areas of crucial impor 
skills in the design of tract houses. 

“quality of houses" 
“inspiration” 


House for Mr. & Mrs. Irving Castle, New London, 
Conn. Architects: Ulrich Franzen & Assocs. Photog- 
rapher: Ezra Stoller. 


r a nation of individuals 


Special Announcement 


For the first time *Record Houses" will be placed in the 
hands of the nation's 20,000 foremost merchant builders. 
These builders will be invited to examine the finest 
achievements of architects in house design for both 
merchant builder and individual owner clients. 

Extra distribution of “Record Houses of 1962" will 
be a significant contribution toward greater architect- 
builder collaboration. Such collaboration is in the inter- 
est of a better-housed America, and it is of growing 
importance to builders in competitive markets where 
"saleability" in every price range is increasingly equated 
with topnotch design. 


Record Houses of 1962 


"the standard of quality house design" 


и 
Architectural Record 
| 9 119 West 40th Street 
| em | New York 18, N. Y. a8: 
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PLYWOOD 

MATCHING 
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-ii IN TWO RIVERS, WISCONSIN, ij 
where 

Fred Eggers established his Veneer plant 

on the shore of the Neshoto River in 1884. 
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Since that day, Eggers has specialized 
in the making and matching of Cus- 
tom Architectural Plywood to meet 
the highest standards of Architects, 
Woodworkers and Owners. 


Eggers’ dedication to excellence, and 
the skill, care and craftsmanship of 
the workers of Two Rivers using the 
most modern production equipment 
are responsible for Eggers Ply- 
wood beauty. 


If you take the utmost pride in your 
work, you'll enjoy working with Eggers 
of Two Rivers. For your next plywood- 
proud project, write for flitch sam- 
ples and quotations. 


E 
EGGERS PLYWOOD COMPANY 


Two Rivers, Wisconsin 
Phone 793-1351 


Quality Manufacturers since 1884 


The Record Reports 
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pointed new project engineer with 
the Valley Engineering Company, 
Consultants, Glenside, Pa. 

Architects Robert E. Millsap Jr., 
Gustav Н. Ulmer and C. Robert 
Farnsworth have been appointed as- 
sociates of Albert C. Martin and As- 
sociates, Architects and Engineers, 
Los Angeles. 

Irwin J. Speyer, P.E., is now en- 
gaged in the practice of consulting 
engineering with offices at 370 Lex- 
ington Ave, New York 17. 

Adolph Goldberg and Herbert Ep- 
stein announce that Karl R. Green- 
field has become an associate, and 
the firm name has been changed to 
Goldberg-Epstein Associates. The 
address is 164 Montague St., Brook- 
lyn 1, N.Y. 

For the first time in its 20-year 
history, the architectural firm of 
Morris Lapidus, Harle and Liebman 
has made several of its foremost em- 
ployees associates. They are: Eli 
Jack Held, Leo Komarin, Arthur E. 
Leibell, Norman M. Liebman, Jerome 
Rubin and Arnold Teitelbaum. 

James T. Skibinski has been elect- 
ed vice president and Robert J. Giom- 
betti has been named treasurer of 
the Gilboy Company, engineering 
consultants, Clark Summit, Pa. The 
Gilboy Company is the engineering 
division of the Norristown-based ar- 
chitectural, engineering and city 
planning firm of Everett, Alvare, 
Harkins & Gilboy. 

Robert 5. Lundberg and Frank J. 
Waehler were made partners in the 
New York firm of Voorhees Walker 
Smith Smith & Haines. Other ap- 
pointments are: Harry Taylor Ghe- 
rardi, senior associate; and Alonzo 
Clark and Roger G. Spross, asso- 
ciates. 

Aaro J. Annala, C. Dino Gavras 
and Edgar E. Parks have been elect- 
ed associates in Albert Kahn Asso- 
ciated Architects and Engineers, 
Inc., Detroit. 

Leon Brand has been appointed an 
associate in the firm of Frederick G. 
Frost Jr. & Associates, Architects, 
30 E. 42nd St., New York 17. 

The name of the firm of Walford 
& Wright, Architects, of Richmond 
and Portsmouth, Va. has been 
changed to Wright, Jones & Wilker- 
son, Architects. 

Herbert Wettstein has become an 

continued on page 300 
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ET UEM 
` Thereis - 


STRENGTH 


е1 E sewer mx E I 


SPECIFY AND INSTALL 


07у. 


Revolutionary Epoxy Grout 
and Setting Compound. . . as 
Resistant to Many Chemicals 

as Ceramic Tile Itself ! 


This 5% joint area is the 
most critical part of any floor. 


Brick and tile floors are no better 
than their joints. New Miracle 
U-POXY is unequaled for appli- 
cation in all installations where 
corrosives are encountered. Forms 
a dense, tight joint of phenomenal 
strength and resistance to food 
acids, oils, greases, fats and chemi- 
cals. Eliminates high maintenance 
costs and expensive shut downs on 
new or existing floors. You can 
rest your reputation on U-POXY 
Grout and Setting Compound. 


see our catalog in 


or write for copy 
13d/Up 


4805 LEXINGTONAVE. « CLEVELAND 3, OHIO 
In the West: HYDROMENT, INC. 


829 N.Coffman Drive» Montebello.Calif. 


1 T = 4 A j 
ipa me RUM dgani] 
F^ e ў 


Your distributor knows its good, reliable pipe 
... and he can tell you lots of reasons why. 
Insist on Steel pipe Made in U.S.A. 


for Strength 
... Economy 
. Versatility BETHLEHEM STEEL COMPANY, BETHLEHEM, РА, Export Sales: Bethlehem Steel Export Corporation 


BETHLEHEM STEEL 


Advertisers Judge Architectura 


BI TERET NS 
M 


International Arrival Building, Idlewild Air- 
port. Architects: Skidmore, Owings & Merrill. 
Photographer: Ezra Stoller. 


Recoru Tueir Best „шу сас 


YEAR! 


Again in 1961 Architectural Record was the far-and-away 
first choice of building product manufacturers and their 
advertising agencies. 

The Record led its field with most advertisers . . . most 
exclusive advertisers . . . most advertising dollars . . . most 
advertising pages. | 

In fact, building product advertisers placed 51 per cent —— 
more advertising pages in Architectural Record than in the 
second-place magazine and 74 per cent more than in the 
third-place magazine! | 
What's behind this powerful advertiser preference for the | 
Record? Five basic advertising values: | 
1. The largest architect and engineer subscriber audience 


ever made available to advertisers by an architectural mag- 
azine (over 80,000). 


2. Exclusive verifiable coverage of over 88% of all architect- | 
planned building, nonresidential and residential, large and Б Vs a 
LEN CE d NE 77а 
small. E — NEED. 
3. Preferred readership as revealed by 175 objective studies i | z 
sponsored by building product manufacturers and their E | | | — 2 
agencies. EH NEN EER 1400 
4. Highest renewal rate in the field by far. | | | | | 
5. Stimulating editorial leadership that brings the reader = ө | = — L 1200 
what he needs (with the aid of Dodge Reports and the most BEL | PM | | 
intensive editorial readership research in the field) and К & | | = | ^ o | 
brings the reader where he needs to be to meet tomorrow’s — g — = mS Ew 
opportunities and challenges. | 2 neo = 
E 
dad | | 
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1961 ADVERTISING PAGE VOLUME—THREE 
LEADING ARCHITECTURAL MAGAZINES 


иш FESS EEN 


| GRANT 

| HAS 
|| DEVELOPED 
A UNIQUE, 
FULLY 
ADJUSTABLE 
OVERHEAD 
TRACK 

|| SUPPORT 
‘FOR 
INTRAVENOUS 
FEEDING 
|IN HOSPITAL, 
| SURGICAL, 


RECOVERY, 
AND RELATED 


universal 
2E —— — — —— positioning 
adjustability 


positive locking 
adjustable for 


high or low 
gravity feed 


- - rust-resistant 
Соры "t finish 
53 "— — unique 5-hook 


A bottle holder 


GRANT PULLEY & HARDWARE CORPORATION 


EASTERN DIVISION,/ 9% High Street, West Nyack, New York 
WESTERN DIVISION/944 Long Beach Ave., Los Angeles 21, Calif. 


Western Waterproofing Materials 
and Methods Keep Masonry Dry! 

"That's why leading contractors consult Western 
Waterproofing Engineers and recommend Western services. 
Western solves waterproofing problems by employing 
sound engineering principles proved during 38 years of 


successful operation. All work done under contract, fully 
insured and guaranteed. Write for a consultation. 


€ TUCKPOINTING € SUB-SURFACE WATER PROTECTION 
® BUILDING CLEANING € CONCRETE RESTORATION 


(No materials for sale) 


FREE BOOKLET on EFFLORESCENCE 


Write for your FREE illustrated article written by a 
leading specialist on Building Materials Research. 


MESEERN 
ATERPROOFING CO. 


A Missouri Corporation And Its Affiliate 
RESTORATION COMPANY 
1223 Syndicate Trust Bldg. ® St. Louis 1, Missouri 


NATIONWIDE SERVICE 


National Biscuit Company 
Research & Development Bldg. 
Fair Lawn, N. J. 


Architect: Owner 
Contractor: 
` Walter Kidde 
Constructors, Inc. 


For over 100 years, Archi- 
tects have relied upon Fiske 
for the widest choice of 
artistic designs, materials, 
craftsmanship and depend- 
ability, Now, more than 
ever, Architectural Metal 
Work by Fiske... in 
Aluminum, Bronze, Stain- 
less Steel and Iron... 
represents the finest ob- 
tainable. 

Write for our catalog of 
designs or send blueprints 
for quotations. 


For Enduring Charm 


. . . Specify 
Architectural METAL WORK 


by Fiske 
Aluminum, Bronze 
Stainless Steel and Iron 


J. W. Fiske ARCHITECTURAL METALS, Inc. 


113-115 Pennsylvania Avenue, Paterson 3, New Jersey 


ESTABLISHED 1858 = — 


Sylvania’s Mohawk Series 


1’ Wide Mohawk  . 


now available! 


SYLVANIA FIXTURES 
with 
HOLOPHANE 
CONTROLENS 


To offer youa wider selection than ever in 
the choice of quality shielding materials, 
Sylvania now offers Holophane Controlens 
No. 6150 and No. 6250 as cataloged items 
with the fixtures shown on this page. 

These Holophane lenses, made of acrylic 
plastic, feature precise prismatic control of 
light providing high illumination with a mini- 
mum of brightness and glare. 

Look to Sylvania to meet your lighting re- 
quirements. You get a broad selection of 
quality fluorescent lighting fixtures plus a 
wide, wide choice of shielding media. 


The following Series of Sylvania Fluores- 
cent Lighting Fixtures can now be obtained 
with Holophane Controlens® No. 6150 — 
(1' x 4' Panel) and No. 6250 —(2' x 4’ Panel). 


Shallow, attractive surface-mounted units with clean, 
rectangular lines. One and two foot widths... 
eight foot lengths. High efficiency. Perfect for low ceilings. 


am 


four and 


Wide Mohawk 


Sylvania's Recessed Troffers 


Extremely versatile. Truly shallow. Suitable for most nationally- 
known ceiling systems. Wide choice of widths, lengths, lamp- 
ages. Simple. fast installation. Concealed hinges and latches. 


®Registered—Holophane Co., Inc. 


Sylvania’s Sylva-flo Troffers 


Combines lighting and air-handling in one efficient unit. Offers 
outstanding lighting and mechanical qualities of Sylvania 
Troffers integrated with Multi-Vent system of low-velocity 
air diffusion. | 
Multi-Vent is a registered trademark of The Pyle-National Со. 


SYLVANIA 


SUBSIDIARY OF 


GENERAL TELEPHONE & ELECTRONICS SÈ) 
SYLVANIA LIGHTING PRODUCTS A Division of SYLVANIA ELECTRIC PRODUCTS INC. One 48th Street, Wheeling, West Virginia 
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PROTECTONE MINERAL FIBER TILE & PANELS 


Ў; { FOR UL FIRE-RATED ASSEMBLIES j 5 T 
ds d O SIZES & TIME FLOOR & CEILING | =: 
CT EDGE DETAILS RATINGS ASSEMBLIES — |:--°. 
: 1 . 12" x 12" x 34" Wood deck over - : к 
Natural Fissured зача tg э ferta е Ie 
.| Natural Fissure or conceale Ne 
Concrete deck over f.2. 
Plaid suspension system steel bar joists [25-5 
: Tongue & grooved 
Striated Concrete slab over 
and kerfed for. 
к 4 Hr.* cellular steel deck 
: елсе ЕҢ steel beams ` 


suspension system z 

12" x 12" x 58" EE Wood deck over nt 

: Beveled. Kerfed  - wood joists — |. 
Tiffany . for concealed Concrete deck over е 
steel bar joists : 


Concrete slab over 
concealed cellular steel deck, 


suspension system steel beams 


[C 24" X24" X987 — 
| Tiffany Panels |. and 24” x 48" x 34” m Concrete deck over 


suspension system 


Random 


Perforated ]. Tongue & grooved 
and kerfed for 


- 
> 
Б 


` Trimmed edge for MR 
retener s exposed suspension steel bar joists 
| system 


With elegant new Tiffany pattern now in 2' x 2' and 2' x 4' panels for fast lay-in... the Celotex 
family of PROTE CTONE' fire-retardant mineral fiber tiles and panels offers the widest choice of 
patterns for UL time-rated suspended ceiling assemblies. No spray or membrane intermediate pro- 
tection required. Dry installation speeds other trades. Building owners save money... benefit from 
earlier occupancy, reduced insurance premiums. Your Acousti-Celotex distributor, listed in the 
Yellow Pages, is a member of the world's most experienced acoustical organization. He offers 
valuable Ceiling Consultation Service, without obligation. 


ACOUSTI- iTrademark 


El O i E THE CELOTEX CORPORATION, 120 S. LA SALLE ST., CHICAGO 3, ILLINOIS 
$ IN CANADA: DOMINION SOUND EQUIPMENTS, LIMITED, MONTREAL, QUEBEC 


TRADEMARK REG. U.S. PAT. OFF. 


PRODUCTS 


Consider a 
MATOT 
Dumbwaiter 


planning a 
Hospital 


There is a time-saving Matot dumbwaiter 
for every building you design. And there 
is a Matot representative in every major 
city to provide you with complete infor- 
mation and engineering services. 

Choose from the world’s most complete 
selection of dumbwaiters. Many standard 
Matot designs can also be modified to 
economically meet special requirements. 

Neat in appearance and functional in 
design, Matot units satisfy the require- 
ments of modern architecture. In addition 
they are precision made to insure smooth 
operation with low maintenance. 


MATOT VERTICAL 
HANDLING 
UNITS INCLUDE: 


e Book lifts 
e Supply lifts 
e Money lifts 
e Record Carriers 
e Food lifts 
e Production lifts 
e Linen lifts 

Шынын шынып E EG Шып eee L|. eee 
Г [ ] Please have a Representative call. 


| О Send me the Matot 12-page cata- | 
log containing detailed information 

on vertical lift equipment (also in 

Ma/24 Sweet's File). | 


Мате 
Сотрапу 
Address 
City & State 


D. A. MATOT, INC. 


1533 W. Altgeld Avenue 
L. Chicago 14, Illinois e Lincoln 9-2177 
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The Record Reports 


continued. from page 292 


associate of the New York and 
Washington, D.C. architectural firm 
of Office of Alfred Easton Poor. 

The Milwaukee architectural firm 
of Zarse Associates, Inc., announces 
that its name has been changed to 
the former corporate name of Zarse 
& Zarse, Inc., A.I.A. Principals are 
Alfred H. Zarse and Leigh Bryant 
Zarse. 

Robert Allan Class has become a 
partner of the Philadelphia firm of 
Martin, Stewart & Noble. The firm 
name has been changed to Martin, 
Stewart, Noble & Class, Architects. 
New associates are Frederick A. 
Long Jr., William M. Mirenda and 
Ralph J. Reynolds. 


New Addresses 


M. Milton Glass, A.I.A., Architect 
& Planner, 31 Union Square, W. New 
York 3, N.Y. 


Pratt Holds 11th High 
School Day Competition 


Two hundred students from New 
York, New Jersey, Connecticut and 
Pennsylvania recently participated 
in Pratt Institute's 11th contest de- 
signed to encourage high school stu- 
dents interested in architecture as a 
future profession. 

The first competition was a prob- 
lem of designing a suburban railroad 
station. The $25 first prize went to 
Albert Birch, Newark, N.J.; second 
prize, to Howard Glickman, New 
York; third prize, to Paul Snibbe, 
New York. 

A second contest in architectural 
sketching brought a $20 first prize to 
Hugh Shadduck, Huntington, L.I. 
Roger Borgemeier, Bronx, won sec- 
ond prize. 


Addendum 


In the article “More Strength, Less 
Weight in Prestressed Steel” (AR, 
Jan., p. 144), credit for the design of 
the Port Authority Bus Terminal 
was given the wrong engineer. The 
Port Authority has its own engineer- 
ing department responsible for de- 
sign and supervision of construction. 
Chief engineer is John Kyle Jr.; the 
engineer of design for terminals is 
Joseph Fabian. 
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Progress 
in 
. Concrete 


NEW METHODS 


MAKE THE MOST OF 
POURED-IN-PLACGE 
EXPOSED CONCRETE 


Decorative concrete walls highlight 
our new plant. The end result is a build- 
ing of interesting architectural design. 


А 1%” wide and 1” deep metal rustica- 
tion strip designed by us, and All-Wood 
form liner, were used with Symons Steel- 
Ply Form ganged sections 12’ x 25’ and 
12’ x 30’. The ganged sections were made 
up of 5’ panels set horizontally with the 
rustication strips used vertically at the 
joints of the forms or on 5’ centers. 


To produce the architectural concrete 
desired a Type 1, 3500 PSI concrete 
was used. All of the concrete was air en- 
trained by an additive for greater freeze 
and thaw resistance. 


Interested in new methods of forming 
architectural concrete? We invite you to 
visit our office and plant to discuss any 
phase of concrete forming. 


fy iorum FORMING EQUIPMENT 
$S SYMONS MFG. COMPANY 


122 EAST TOUHY AVE., DES PLAINES, ILL. 


MORE SAVINGS FROM SYMONS 


VARRANTS 
SIDE RATION 


ОРЕМ FRONT MODELS сап never | edbetitufa for judg- 


wth a itout ees fr regular or ment. The intrinsic value built into the product 
ee e -o the design, the manufacturing skill, the base 

-—— +  . . material... must be evaluated along with the 

A / . . integrity of the maker to determine true value. 

[ e S E This process precedes good specifications. At 

A = s e ы) Beneke similar thoroughness precedes produc- 


a : tion of the complete line of seats that merit 
P — CLOSED FRONT MODELS : your specifications. May we prove it? 


with same options as above. Both models 
provide choice of six hinge types. : 


CORPORATION 


* THE FIRST NAME IN TOILET SEATS—NOW THE LAST WORD IN SPECIFICATION QUALITY SEATS 
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